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1. Introduction 


Computational Fluid Dynamics (CFD) is the emerging field of fluid mechanics in which 
fluid flow problems are solved and analyzed using computational methods and numerical 
algorithms. In fluid mechanics, there are generally three routes of work in the field, three 
ways to conduct experiments. The first category is theoretical, or analytical, fluid mechanics. 
Theoretical fluid mechanics includes theorizing, manipulating and solving equations with 
pen and paper. The Navier-Stokes equation governing incompressible fluid flow is an 
example of theoretical fluid mechanics. Secondly, many engineers and physicist work in the 
area of experimental fluid mechanics. Experimental fluid mechanics involves conducting 
actual physical experiments and studying the flow and the effect of various disturbances, 
shapes, and stimuli on the flow. Examples include waves generated by pools, air flow 
studies in actual wind tunnels, flow through physical pipes, etc. Lastly, a growing number 
of engineers, mathematicians, computer scientists, and physicists work in the area of 
computational fluid dynamics (CFD). In CFD, you may still run an experiment of waves 
across water, an airplane in a wind tunnel, or flow through pipes, but now it is done 
through the computer Instead of actual, physical, 3D objects. A computer model is created, 
and computer programmers code the equations representing the physical laws that govern 
the flow of the molecules of fluid. Then the flow results (such as velocity and pressure) are 
output into files that can be visualized through pictures or animation so that you see the 
result just as you do with physical experiments. 

In cases where an analytical, or theoretical, solution exists, CFD simulations and the 
mathematical models, which are coded in the computer program, are corroborated by 
comparison to the exact solutions. This comparative check is called validation. CFD is not 
yet to a point where solutions to problems are used without corroboration by existing, 
known, analytical or exact solutions when available. Validation is not to be confused with 
verification, however; validation is a check to make sure that the implemented, coded model 
accurately represents the conceptual, mathematical description and the solution intended to 
be modeled. 

Still, there are many times when there is no analytical solution. In these cases, one often uses 
a computational approach. In such cases without a known solution, CFD is used to 
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approximate a solution. Most often, CFD is used when a computational solution is faster, 
cheaper, or more convenient. Convenience may be due to time or safety or another reason. 

If we wanted to create a database of information about 3D flow around a cylinder for 
different types of fluids at varying speeds, CFD is quite helpful. It would take quite a long 
time to change the fluid in our flow container and clean the container for every type of fluid 
we desired. It would also take some time to change the speed of the flow. In this case, it’s 
much faster to simulate it computationally. Then, anytime we wanted to change the speed of 
the flow, we simply would change one number in a computer input file. Or if we wanted to 
change viscosity and density for the fluid (representing a different fluid) we would just 
change the corresponding values in a computer input file. In this case, CFD is faster. 

Now imagine if you were doing space defense work for a government, and you were asked 
to do fluid dynamics simulation of the combustion dynamics during an explosion or when a 
space shuttle launched (1). It would take immeasurable amounts of money to do test 
launches over and over as you studied the combustion dynamics of space shuttle thruster 
ignition. And it would take large amounts of money to test explosive devices, especially 
considering the damage they cause. In these cases, CFD is, again, quite helpful. The only 
costs in CFD are the time of creating a computer model, choosing the right mathematical 
model, coding it, and the power and computer time required to solve the equations. But it is 
plain to see that CFD is cheaper. 

What if you were hired to help design material for the outfits of swimming athletes? Your 
company gave you the job of studying sharks and their agile ability to swim and maneuver 
through the water. So you start by trying to study the fluid dynamics around the shark skin 
(2). How convenient is it to locate sharks and place them in some type of testing container 
where you have probes and measuring devices located? How convenient is it to place 
probes on the body of the shark itself? How safe is it to work with the sharks in that 
manner? No, it’s better to create a computer model of a shark and get the information for the 
shape, design, feel, and density of its skin and to use this information to run simulations. It 
is clear that CFD is more convenient in this situation. Sometimes a CFD simulation can be all 
three — safer, cheaper, and more convenient. 

Imagine a situation in which two paratroopers, jumping from both side doors of a military 
cargo aircraft, always crash into each other down below (3). In order to analyze the fluid 
dynamics of the problem to see what air flow forces are affecting the paratrooper paths, you 
would need to perform test jumps with paratroopers. However, that is potentially injurious 
and not safe. You would also have to rent the plane, pay for the rental by hour, hire the test 
pilot, and pay for all the equipment for the jump. That is expensive. Lastly, the organization 
of the use of the military aircraft and personnel and equipment takes many months, and it 
can take from 6 to 12 months to plan the test. In this case a CFD experiment is more 
convenient: faster, cheaper, and safer. 

Usually solving CFD problems involves three stages. First there is the pre-processing stage. 
In this stage, the geometric boundaries of the problem are defined. In 3D, a volume is 
created (in 2D, an area) over which the equation will be solved. This volume is broken into 
smaller units or cells creating a mesh (though there are meshless methods for computing 
CFD problems). This may be uniform or non-uniform. Along with constitutive equations, 
the particular equations are chosen for the problem in order to properly physically model 
the flow. These equations may be manipulated depending on the mathematical method 
being used. Boundary conditions are prescribed along the boundary. For time dependent 
problems, initial conditions are prescribed. 
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Secondly, the problem is solved numerically. At the least, we usually solve for velocity and 
pressure, but the list of unknowns can be longer depending on the mathematical model 
(equation) chosen for the physical situation. Other unknowns may include temperature, 
energy, and density. The numerical solution is usually computed iteratively for steady-state 
solutions. For time-dependent problems, a step in time is taken, and the equation is 
numerically solved again, eventually producing a solution for every time step. 

The final step in the CFD process is post-processing. In this stage, the solution is analyzed 
usually with the help of visualization and possibly animation for dynamic, or time- 
dependent, problems. It is in this stage that CFD results are usually compared to any 
previous experimental results or known analytical, or theoretical, solutions. This 
comparison is usually called validation. Today, confidence in CFD is growing, but we have 
not arrived at the point of trusting CFD solutions without validation. Even if a particular 
model is validated, we still corroborate the results of a simulation with experimental or 
analytical results. 

Because of the hybrid nature of CFD, advances in CFD are usually made in three areas: 
computational and applied mathematics, mechanical/chemical engineering, and computer 
science/electrical engineering. Some researchers work on new theoretical, mathematical 
models creating new discretization methods (ways to discretize the problem in order to 
numerically solve it over the discrete units or cells), or turbulence models. They might 
publish in applied mathematics or computational mathematics journals. Others work on 
computer architecture (such as different types of supercomputers or computer clusters), 
coding techniques such as parallel programming, or speeding up the computational 
processes through faster mesh generation and mesh reordering. They might publish their 
results in electrical engineering or computer science journals. Lastly others might use CFD 
to concentrate on new insights in the engineering aspect of the problem such as the 
mechanics of bird flight or sharkskin-inspired speedo design for less water resistance, or 
resistance to blood flow inherent to certain veins. They might publish their results in 
engineering journals next to experimental or theoretical engineering results. Their focus is 
on the application more so than the math or computer science. 


2. Pre-processing 


Pre-processing refers to the work that must be done prior to the actual computational 
experiment or simulation. This work can be reduced to four general areas: geometry 
definition, volume division, model choice and definition, and boundary condition 
definition. For the purposes of this article, we will ascribe the work of coding and the choice 
of computational implementation to the processing stage called simulation. Sometimes 
researchers refer to mesh generation as pre-processing in general because a mesh is 
generated when the volume is divided. 


2.1 Geometry definition 

The first step is to define the computational domain of the problem. The purpose of this 
definition is to confine the problem to a finite space and limit the computation. It is true that 
a plane flying in the air has some residual effects on air flow patterns 1,000 miles away, but 
because of the negligible nature of those effects, we are relatively safe in looking at the effect 
of the plane on air flow within a reasonable vicinity of the plane thereby limiting our 
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computational work and making the problem finite. It would be quite a task to compute the 
effect of the airplane on the air flow at a certain height around the entire earth. 

To limit the flow in this way usually requires defining a domain inside which we will 
compute the flow, outside of which we will not compute the flow. Usually the geometry of 
the domain is chosen to be a box of some sort, usually a rectangular prism in 3D or a 
rectangle in 2D. However, any closed shape may be chosen as long as the shape closes off 
an inside computational domain from an outside space in which computations will not 
take place. 

A closed space does not imply, however, an empty domain box. For example imagine that 
we are simulating intravenous blood flow (4) (5) around a cancerous growth. The vascular 
domain is modeled by a 3D cylindrical prism (our domain box), but we still have an object 
inside. In this case, our object is a semi-spherical cancerous growth on the surface of a wall 
of the vein. Traditionally, our domain must be totally closed, so the surface of the domain 
goes from the wall of the vein, joins the surface of the cancerous growth, and continues on 
the other side rejoining the wall of the vein creating a closed 3D space that does not go 
under the tumor but continues over the surface of it. Likewise, if we were calculating flow 
around a sphere (6), the domain box would be the outer half of the domain surface. The 
inner half of the surface would be the sphere inside the domain box. Just as in the cancer 
example, we are not calculating the flow inside the sphere, just as we were not calculating 
the blood flow in the tumor. But the tumor and sphere form part of the boundaries of the 
domain helping to close off the computational space in which we are interested in the 
velocity and pressure of the fluid. Remember, domain boxes may contain objects inside 
which no flow is calculated, but whose surface forms part of the surface of the domain 
helping to limit the computational space and better define where the fluid flows. 


2.2 Volume division 

The second step is volume division or mesh generation. Why we must divide the volume 
is not obvious until one remembers that it is easier to solve a flow problem over a smaller 
area or volume than a larger one. So dividing the volume into smaller units transforms the 
large problem over the entire domain into a large number of smaller problems over 
smaller sub-domains. However, the real reason we divide the volume is because we seek 
to find, for example, the velocity and pressure of the fluid at various points throughout 
the domain volume or area. In order to do this, we fill the inner domain volume or area 
with nodes—points at which we will calculate, in this instance, velocity and pressure. 
Once we have filled the inner volume or area with nodes, we connect the nodes with 
edges (and sides in 3D) creating smaller sub-volume or sub-area elements. For example, if 
our computational box is a rectangular prism and we fill it with nodes, we can connect the 
nodes to create quadrilaterals or tetrahedrals. If the domain is a rectangle and we fill the 
rectangle with nodes, we can connect all the nodes to create small rectangles or triangles. 
This network of rectangles/triangles and quadrilaterals/tetrahedrals creates a mesh of 
nodes; a mesh has been generated. 

Remembering that the purpose of volume or area division is to create more manageable sub- 
volumes or sub-areas, it behooves us to evenly space out the distribution of nodes. If we do 
not, we may find that there are large spaces (volumes or areas) with no nodes. This is 
problematic because it means some of the sub-volume or sub-area elements will still be 
large; though our goal is to make them small. 
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Our second goal is to make each sub-element evenly shaped. In 2D, evenness in both 
directions means that 2D rectangles tend towards squares or that our triangles are equilateral. 
In 3D, if evenness is desired in all 3 directions, our quadrilaterals tend toward cubes and the 
tetrahedrals tend to be equilateral. Oblong and unevenly shaped sub-elements also create 
spaces (areas or volumes) with fewer nodes than parts of the domain with evenly shaped sub- 
elements. In these cases, our second goal serves a similar purpose as our first goal: to divide 
the domain into smaller, more manageable sub-domains with evenly distributed nodes. 

An important aspect of mesh generation is choosing the appropriate size, or refinement, 
of the mesh sub-elements, such that important aspects of the flow are properly resolved. 
The general rule is that no fluid particle should advance through multiple sub-elements, 
cells, or units in one time step. Therefore our third goal is to increase the refinement (or 
the number of nodes) in areas or sub-volumes of increased fluid velocity or vorticity or 
any interesting fluid flow phenomena that you would like to capture computationally. 
This will allow us to visualize it later. 

So far, the realm of geometry definition and mesh generation fall into the computer science 
side of CFD. When generating the mesh by defining a geometry and dividing that geometric 
area or volume, one must decide if one will use uniform sub-elements or non-uniform sub- 
elements. Definitely in parts of the domain with special flow requiring increased refinement, 
the elements in those parts will not match the refinement of elements elsewhere. But in the 
general flow one can still choose a uniform, structured mesh or a non-uniform, unstructured 
mesh. The ability to create non-uniform meshes is important in CFD because of the physical 
nature of fluids to occupy and fill any void left unoccupied. When dealing with complex 
geometries and small nooks, crannies, and crevices of an automobile or a model of a city 
block, it helps to have unstructured, non-uniform meshes that allow for the modeler to 
create the best shapes to fit the 2D or 3D space (7). 

Likewise, the division of the volume or area in mesh generation requires the modeler to 
choose between quadrilaterals and rectangular prisms or triangles and tetrahedrals (there 
are other choices of shapes, as well, such as wedges and pyramids in 3D). Generally, 
quadrilaterals and rectangular prisms have a more accurate solution than triangles and 
triangular prisms, but there are ways to increase the accuracy of the latter. Because of the 
non-uniform and sharp geometries found in fluid problems by nature of fluids, triangles 
and triangular prisms work better geometrically for CFD applications. Normally, CFD 
researchers will utilize triangles and triangular prisms and then increase the number of 
interpolation points inside these elements so that no accuracy is lost. Interpolation points are 
points inside an element at which the solution is calculated. From these interpolation points, 
we can approximate the solution at any location inside an element. 

All of the choices in dividing the volume and discretizing the mesh have the potential to 
introduce errors. Such errors, due to bad distribution of nodes or parts of the domain 
where the refinement is too low, are called discretization errors. These are errors that 
would disappear if we appropriately divided the volume or area or appropriately 
discretized the mesh. 


2.3 Physical model definition 

The first two steps dealt with the computer science side of CFD and there are many CFD 
engineers who work on geometric mesh discretization and mesh partitioning methods. Step 
three deals with the computational and applied mathematical side of CFD—choosing the 
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appropriate mathematical model. When preparing to model a certain fluid flow situation, 
one must decide which equation accurately describes the fluid flow one wishes to simulate. 
If no equation currently exists, the CFD engineer must do work in the theoretical side of 
CFD and formulate a new equation or a more specific equation for his or her specific fluid 
flow situation. If equations do exist, the CFD engineer must simply choose the correct 
equation for the fluid flow. This is not a trivial step as sometimes the same situation may 
require different mathematical models at different velocity regimes or different temperature 
regimes, for instance. So the specific parameters of the flow must be looked at in detail — 
velocity, viscosity, density, pressure, etc.—so that the correct equation is chosen. 

A good example from fluid mechanics is the Navier-Stokes equation which is the basic or 
fundamental equation for fluid dynamics. If you remove viscosity from the equation, the 
Navier-Stokes equations become the Euler equations. Since all fluids have some amount of 
viscosity this approximation is important in flows in which the viscosity is negligible (8) 
such as sonic flows. A plane flying at sonic speeds will have air sliding past it, relatively, as 
if it had no viscosity. So the use of the Navier-Stokes equations also depends on the velocity 
of the flow, or more accurately the Reynolds number which governs the ratio of the 
kinematic forces to the inertial forces. You can still go further: if you remove vorticity from 
the Euler equations, you arrive at the full potential equations. The point in this illustration is 
that choosing the correct mathematical model is important, sometimes difficult, and always 
specific to the flow situation. 

The choice of the mathematical model affects the unknown values you will compute. Some 
CFD simulations are really computational fluidothermodynamics because temperature and 
energy are calculated as well (9). For compressible flows, density is an unknown value and 
we would seek to solve for this value of density in the simulation. So the choice of 
mathematical modeling affects what unknowns we will compute. More accurately, the 
unknowns we want to compute in a given situation (along with other details about the flow 
situation) may help positively affect our choice of a mathematical model or the need to 
formulate a new one. 

Remember that errors can be introduced at this step as well. If a inappropriate or poorly 
approximating governing equation is chosen, this affects the final solution. If a governing 
solution is chosen or formulated for which no analytical solution or experimental solution 
exists, we lose the opportunity for validation to reduce errors. Any simplification in the 
model or any untrue assumptions the mathematical model uses introduces errors as well. 
All of these types of errors can be classified as physical approximation errors because they 
deal with the physical, mathematical model (not the geometric model). 


2.4 Boundary condition definition 

After a mathematical model is chosen to model the physical phenomenon, usually boundary 
conditions must be chosen. This is the fourth step of the pre-processing stage, and this step 
falls on the applied math side of CFD. Usually we deal with boundary-value problems 
which require values to be assigned along the boundary of the domain of the problem in 
order to solve the problem throughout the 2D or 3D space. 

For instance, in some problems, one may specify the value of the unknown on the boundary. 
Imagine prescribing the value of the velocity of the fluid on the boundary. Such a boundary 
condition is called a Dirichlet or a direct boundary condition because you are setting the 
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value of the unknown. If one specifies the value of a derivative of the unknown, the 
boundary condition is called a Neumann or natural boundary condition. 

For example in hydrodynamic flow around a submerged rock with moss, a CFD researcher 
would usually place the boundary condition of free-stream velocity on the entrance side and 
exit side of the domain box assuming that the entrance side is sufficiently upstream from the 
rock so as to still be undisturbed, and the exit side is sufficiently downstream that the flow 
conditions have returned to free-stream conditions. The prescription of free-stream velocity 
would be Dirichlet or direct boundary conditions. The same researcher might assume stress 
(a derivative of velocity) to be zero in the direction perpendicular to the side surfaces of the 
domain box. When she prescribes stress in that direction she is setting Neumann or natural 
boundary conditions in the direction perpendicular to the side surfaces of the domain box. 
Such boundaries are spatial boundaries. For time-dependent problems, there are temporal 
boundaries in a sense. Time dependent problems require an initial condition, prescribed 
values for the unknowns set at the temporal start of the simulation. In the same 
hydrodynamic example, let us say we want to simulate the flow when a rock, half the size of 
the stationary, mossy rock, was thrown into the river passing next to the mossy rock and 
hitting the riverbed. To start the simulation we need to have the steady flow of the river 
around the mossy, stationary rock without the 2.4 rock thrown in. Once we have computed 
this flow, we can use the values of velocity and pressure from this flow as initial conditions 
for a simulation of a moving 2"4 rock that is falling to the bottom of the river. From there the 
simulation will march in time and use the flow results from the previous time step as initial 
conditions for the next time step. 


3. Simulation 


The second phase of CFD work is the actual simulation or the “processing” work once the 
pre-processing work is completed. However, there are still some pre-simulation decisions to 
be made. CFD work is done through computers which not only decreases the time it takes to 
perform calculations, but also increases the amount of calculations that can be done in a 
given time period. As computing power has increased over the years, CFD has been used to 
solve larger and larger problems. 

Large problems, however, were traditionally reserved for supercomputers. Supercomputers 
are large computers made up of multiple computers or CPUs. A desktop or laptop computer 
could only handle so many calculations due to hard drive limitations on different types of 
computer memory. As computers in general become more advanced, not only has the 
memory capacity of supercomputers increased, but so has the memory of desktops and 
laptops increased. This has created a cycle where problems solved by supercomputers today 
are solved by desktop computers and laptop computers tomorrow. And the problems 
solved by desktop and laptop computers today were only solved by supercomputers 
yesterday. For example, historically, a simulation of flow past an automobile was done on 
supercomputers (10) (11). Today one can create a model of an automobile and run a flow 
simulation of air flow past the automobile with one desktop or laptop machine. This 
example is one of many indicative of this ever-improving cycle. 

Besides memory the other limitation on computing ability in today’s world is clock speed. 
CFD workers are dependent upon computer scientist researchers to continue to increase the 
clock speed of microprocessors. In general, the faster computers become, the faster is the 
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speed CFD scientists and engineers can compute solutions to problems. And as the speed of 
computations increases, the time to do computations decreases, and CFD scientists and 
engineers can compute larger problems (as long as they have the memory capacity for the 
calculations and storage for the solution). Currently, as this article goes to press, the fastest 
machine in the world is the K computer which computes at 10 Petaflops (12). Flops are 
floating point operations per second, and the prefix peta means 1015. Therefore, the K 
computer can compute 1016 floating point operations per second. 

Supercomputers come in varying shapes and sizes. A small supercomputer may have 36-100 
CPUs. A larger supercomputer could have 50,000 different nodes, or CPUs. For example, the 
K computer has 68,544 CPUs, each with 8 cores (octo-core) for a total of 548,352 cores (12). 
As well, today we have small supercomputing clusters, in which different CPUs are linked 
together to act as a supercomputer. Often one will find Linux clusters arranged in this way. 
Each node of a cluster can actually contain multiple processors itself acting as a single 
computer. A computer or node with 2 processors is called a dual core machine or node. A 
computer or node with 4 processors is called a quad-core machine or node. Processors in a 
multicore machine or cluster can use memory in different ways. Some use a shared memory 
architecture. In this case, all processors can access all the memory because it is completely 
shared between all processors. Some may have distributed memory where each processor or 
node has access only to its own memory. Finally there are hybrid machines like the K 
machine. Each of the 68,544 CPUs has its own distributed memory. But inside each CPUs 
memory is a system of 8 cores that share memory. 

Historically supercomputers used vector-based architecture, but this created a niche market 
since codes for such machines could not simply be run on non-vector based machines like a 
desktop computer. Today laptop computers are very similar to supercomputers because 
many supercomputers use bus-based architecture which is a modified architecture allowing 
a desktop computer to run more than one processor like a quad core Linux machine (13). 
Because most CFD work is done on clusters or supercomputers, CFD programmers often 
learn parallel programming, a type of computer programming with instructions or 
directives for communication and transmission of information between processors/cores or 
nodes on a supercomputer or cluster. Parallel programming is especially important because 
the purpose of supercomputing is to divide the large problem into smaller pieces given to 
each node to process. However, in order to solve the larger problem, the nodes must 
communicate especially and specifically about border regions of the partitioned mesh. 

Once the mesh unit and resolution are chosen in the pre-processing stage, the mesh is 
partitioned and a piece of the mesh is given to each processor or node. However, sometimes 
researchers will re-order the mesh for large problems. Inefficient mesh partitioning 
contributes increasing costs of calculations and time for larger and larger problems. To 
facilitate calculations, mesh re-ordering schemes seek to minimize communication. 
Communication is minimized most when each processor or node manages a contiguous 
portion of the mesh. In this case, each processor only shares geometric nodes on the borders 
of mesh portions with processors that work on neighboring portions of the mesh. Imagine 
the opposite situation in which mesh elements are randomly distributed. A processor might 
have to communicate with 8 other processors if 8 of the bordering elements lie on 8 distinct 
processors! In CFD work, communication can take more than 50% of the computational time 
depending on the specific problem and its size. So it is very important to minimize this as 
much as possible, to leave more computational work for actual mathematical computations. 
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Examples of mesh partitioning and re-ordering methods include MATLAB’s MESHPART 
(14), METIS (15), and PARMETIS (16) (17). Ordering the mesh so that each CPU has access 
to cells or units that are connected to each other is important. We also re-order and partition 
to maintain proper load balance so that no CPU has more work than any other. 

All of these choices—mesh unit geometry, mesh resolution, partitioning, and order can 
affect the ability of each processor to solve the resulting algebraic system of equations. 
Therefore, researchers work on the parallelism of such computer codes. There are many 
parallel programming language directives such as OpenMP (18), and MPI (19) and 
languages such as Manticore (20) and NESL (21). 

After the mesh partitioning and re-ordering scheme is chosen, the next step a CFD engineer 
takes is choosing a discretization method. The mesh partitioning lies mostly in the realm of 
computer science, but this next step of discretization lies in the area of computational and 
applied mathematics. The mathematical model and governing equation has been chosen, 
but the CFD scientists or engineer must choose how to discretize the solution of this model 
over the entire domain. 


3.1 Numerical discretization methods 

In computational and applied mathematics, there are different numerical discretization 
methods (22). Three popular methods are finite difference, finite volume, and finite volume 
methods. Each of these classes of methods contains many variations usually specific to an 
application area. Other methods include boundary element methods, higher-resolution 
methods, and meshless methods like spectral methods. 


3.2 Finite difference, finite volume, and finite element methods 

The finite difference method is probably the oldest of the main three (23). It lends itself quite 
well to orderly and structured geometries. It is not used as commonly as the finite element 
method or finite volume method, probably due to the geometric limitations on applications. 
Still, there are modern finite difference codes that employ overlapping grids and embedded 
boundaries allowing the use of the finite difference method for difficult or irregular 
geometries. However, it is the easiest method to code and is often taught first in courses that 
teach numerical discretization methods. 

The finite volume method is a method in which the governing partial differential equation is 
solved over smaller finite control volumes (24). Since the governing equations are cast in a 
conservative manner over each control volume, the fluxes across the volumes are conserved 
In terms of tests, applications, validation, and literature, the most robust of all methods is 
the finite element method (25). The finite element method is a type of residual method in 
which a residual equation is weighted and integrated over the domain. Since the domain is 
broken into many elements, this integration actually takes places over each element in the 
mesh. The finite element method requires more memory than the finite volume method but 
is also more stable than the finite volume method. 

There are other methods as well. Boundary elements methods include methods in which the 
boundary is meshed into separate sub-elements (26) (27). In 3D, a boundary element method 
domain would be a 2D surface. In 2D, a boundary element method domain would be 
represented as a 1D surface or edge. There are also immersed boundary methods to deal 
with situation in which elastic structures interact with fluid flows (28). 

There are numerous other discretization methods. Each of the above discretization methods 
can be used with functions of varying order. Every increase in the order of the functions 
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used in the discretization method (from linear to quadratic, quadratic to cubic, from cubic to 
quartic, etc.) carries increased computational costs since higher order functions have more 
terms and more coefficients. In fact, higher order functions require more sample points or 
interpolation points to properly resolve them. Accuracy comes at a price. Still, such accuracy 
is sometimes warranted in cases where there are sharp gradients or shocks in velocity, 
pressure, density, or temperature, for instance. In these cases, some of the previous 
discretization schemes fail and introduce what we call “spurious oscillations” which are not 
actually physical but a byproduct of computational approximation. In these cases, CFD 
engineers may choose to use higher-order discretization methods or shock capturing 
methods such as Total Variation Diminishing (TVD) schemes (29), Essentially Non- 
Oscillating (ENO) schemes (30), and the Piecewise Parabolic Method (PPM) (31). 

Spurious oscillations are an example of discretization errors mentioned earlier. They are also 
called numerical errors because they are not physical. Specifically, such numerical error 
resulting in spurious oscillations is often called dispersive error or dispersion. Truncation 
error is the type of numerical error resulting from the difference between the partial 
differential equation and the finite equation that we actually code. 

Additionally, with CFD we can experience a third error—computer error. For example, 
for one calculation or one floating point operation, computer roundoff is usually 
negligible. However, when doing repeated calculations over and over in simulations 
dealing with billions of nodes at which we solve for multiple unknowns at each node, 
computer roundoff error can build. 


3.3 Turbulence models 

Another area of CFD modeling is turbulence modeling. Turbulence modeling is a difficult 
yet still potentially fruitful area of CFD research because of the computational difficulties 
it poses. Turbulence is a complicated phenomenon that occurs over a wide range of time 
scales and length scales. This is where the trouble lies making it impossible to fully 
resolve turbulent phenomena when using most approaches. Because of the wide ranges of 
time periods over which turbulent periodicity manifests and the wide range of length 
scales on which turbulence acts, most CFD engineers and scientist choose to resolve a 
certain length scale and time scale range of turbulence and model the rest. In this case 
resolving turbulence means that we actually compute and calculate turbulent quantities 
like vorticity and velocities and pressures in turbulent regions. Modeling turbulence 
means that we add an expression into our equation, the effect of which is approximately 
to create the effect of fully resolved turbulence on our unknown values such as velocity 
and pressure. 

As one increases the range of time scales and length scales over which the turbulence is 
resolved, one must increase the refinement of the simulation both in length (refinement of 
the mesh) and in time (temporal refinement—the size of the time steps). This increased 
refinement increases the computational costs (the number of equations to be solved and 
the time it takes to compute the entire simulation). If one tends toward the other end of 
the model-resolve spectrum models all turbulence of all length and time scales, the 
computational costs decrease but one loses accuracy in the simulation. CFD researchers 
usually tend to resolve a range of turbulent length and time scales and model the rest. 
Usually the range is related to the range of interest of the flow simulation. For instance, if 
someone is simulating gas dynamics in the inner-ballistics of a particular weapon, it 
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would be best to resolve turbulence on the length range of the chamber inside the weapon 
and model anything much larger and much smaller. Likewise, any turbulence that occurs 
over a longer period than the time it takes to fire the weapon would have smaller effects 
on the simulation; it would be best to model turbulence on longer time scales and much 
shorter time scales. 

The most expensive turbulence scheme is Direct Numerical Simulation (DNS) (32). In DNS, 
all length scales of the turbulence are resolved and little or no modeling is done. It is not 
used in cases of extremely complex geometries which can create prohibitive expense in 
resolving the turbulence especially in special geometrically complex portions of the domain. 
Less expensive than DNS, the Large Eddy Simulation (LES) resolves turbulence on large 
length scales as the name suggests (33). A model is used to represent sub-grid scale effects of 
turbulence. The computational cost of turbulence at small length scales is reduced through 
modeling. 

Reynolds-averaged Navier-Stokes (RANS) is the oldest approach to turbulence modeling 
and it is cheaper than LES. It involves solving a version of the transport equations with new 
Reynolds stresses introduced. This addition brings a 2"4 order tensor of unknowns to be 
solved as well. Examples of RANS methods are K-e methods (34), Mixing Length Model 
(35), and the Zero Equation model (35). 

The Detached-eddy simulation (DES) is a version of the RANS model in which portions of 
the grid use RANS turbulence modeling and portions of the grid (or mesh) use an LES 
model (36). Since RANS is usually cheaper to implement than LES, DES is usually more 
expensive than using RANS throughout the entire domain or grid and usually cheaper than 
using LES throughout the entire grid. If the turbulent length scales fit within the grid 
dimensions or the particular portion of the grid is near a boundary or wall, a RANS model is 
used. However, when the turbulence length scale exceeds the maximum dimension of the 
grid, DES switches to an LES model. Care must be taken when creating a mesh over which 
DES will be used to model turbulence due to the switching between RANS and LES. 
Therefore thought must be given to proper refinement to minimize computation while 
maximizing accuracy (especially refinement near walls). DES itself does not utilize zonal 
functions; there is still one smooth function used across the entire domain regardless of the 
use of RANS or LES in certain regions. 

There are many more turbulence models including the coherent vortex simulation which 
separates the flow field turbulence into a coherent part and a background noise part, 
somewhat similar to LES (37). Many of the contributions today are coming through different 
versions of RANS models. 


3.4 Linear algebraic equation system 

Once the mathematical equation has been chosen in the pre-processing stage, the mesh has 
been partitioned and distributed, and the numerical discretization is chosen and coded, the 
last part of the computer program is to solve the resulting algebraic system for the 
unknowns. Remember in CFD we are calculating the unknowns (velocity and pressure, for 
instance) at all nodes in the domain. The algebraic system usually looks like Ax = b. Usually 
with many steady problems, Ax is a linear equation system. Therefore we can just invert the 
matrix A to find the vector x of unknown values. The problem is that for large 
computations, for instance a computation involving 500 million nodes, inverting the matrix 
A takes too long. Remember that the number of nodes does not necessarily equal the 
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number of unknowns. If you’re calculating 5 unknowns at every node, than you must 
multiply the number of nodes by the number of unknowns per node to get the value of 
actual number of unknowns and the length of the unknown vector x. So for such large 
problems, we solve the equation system iteratively. These systems are solved iteratively 
with iterations such as Newton or the Picard iteration. 

In many cases with unsteady flows, Ax represents a system of ordinary or partial 
differential equations. In this case, CFD researchers must choose either an implicit method 
or an explicit method to deal with the time integration. An explicit method calculates the 
solution at a later time based on the current solution. Another way to rephrase that is that it 
calculates the current solution based on an earlier solution in time. An implicit method 
calculates the solution at a later time based on both the solution at a later time and the 
current solution. Rephrasing that, an implicit method calculates the current solution based 
on both the current solution and the solution at an earlier time. Once a method is chosen and 
the time derivatives have been expanded using an implicit or explicit method, Ax is usually 
a nonlinear algebraic system. 

As stated earlier, for large problems, it may be too time-consuming or too costly 
(computationally) to compute this directly by inverting A. Usually, then, the linear system is 
solved iteratively as well (38). 

One must then choose which type of iterative solver to employ to find the unknown vector. 
Depending on the characteristics of this equation system, an appropriate solver is chosen 
and employed to solve the system. The major implication of all computational research in 
this area is that there is no one perfect iterative solver for every situation. Rather there are 
solvers that are better for certain situations and worse for others. When operating and 
computing with no information about the equation system, there are, however, general 
solvers that are quite robust at solving many types of problems though may not be the 
fastest to facilitate the specific problem one may be working on at the moment. 

A popular class of iterative solvers for linear systems includes Krylov subspace methods of 
which GMRES appears to be the most general and robust (38) (39). Its robustness makes it a 
great choice for a general solver especially when a researcher has no specific information 
about the equation system she is asked to solve. GMRES minimizes residuals over 
successively larger subspaces in an effort to find a solution. 

Still, in recent years, the Multigrid method has shown better optimal performance than 
GMRES for the same problems, motivating many to use this method in place of GMRES. 
The Multigrid method minimizes all frequency components of the residual equally 
providing an advantage over conventional solvers that tend to minimize high-frequency 
components of the residual over low-frequency components of the residual. Operating on 
different scales, the Multigrid method completes in a mesh-independent number of 
iterations (40) (41). 

CFD experts also employ methods to simplify the ability of a solver to solve an algebraic 
equation system by pre-conditioning the matrix. The point of preconditioning is to 
transform the matrix closer to the identity matrix which is the easiest matrix to invert. 
Though we rarely invert matrices for such large problems, matrices that are invertible or 
closer to being invertible are also easier to solve iteratively. 

Preconditioning is an art, involving the correct choice of preconditioner according to the 
type of linear system (just as in choosing the correct solver or iterative method). Examples 
include lumped preconditioners, diagonal preconditioners, incomplete LU, Conjugate- 
Gradient, Cholesky or block preconditioners such as block LU or Schwarz (38) (42) (43). The 
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best preconditioners are those that take advantage of the natural structure of the algebraic 
system in order to facilitate the transformation of A to a matrix closer to the identity matrix, 
thereby facilitating the solving of the system. 

The condition number roughly measures at what rate the solution x will change with respect 
to a change in b. Low conditions numbers imply more ease in inverting and solving the 
system. Characteristics such as condition number and even definite-ness of systems become 
important in choosing a preconditioner. 


3.5 Libraries 

Many CFD programs require thousands of lines of code for one specific simulation. To 
avoid writing a different program for every application, researchers often write general 
programs and software packages that can be used for a variety of situations. This generality 
greatly increases the lines of code even more. 

To help, there are many CFD and computational solid dynamics (CSD) libraries and applied 
mathematics libraries for the solving of such differential equations. They include code libraries 
such as OFELI (44), GETFEM (45), OOFEM (46), deal.ii (47), fdtl (48), RSL (49), MOUSE (50), 
OpenFOAM (51), etc. Sometimes a CFD engineer may use a package like ANSYS Fluent (52) to 
do a simulation, and sometimes a CFD researcher may find that the software does not give 
him the freedom to do what he would like to do (usually for very specific research 
applications). In these cases, he can write his own code or piece code together using these 
libraries. The most general Finite Element Library is deal.ii which is written in C++. It contains 
great support but currently does not support triangles or tetrahedral. 


3.6 Moving problems 

Moving problems are another class of CFD challenges. One can either use a body-fitted 
mesh approach (an approach where the mesh fits around the solid body of interest), an 
overlapping mesh method, or a meshless method. Body-fitted mesh methods must actual 
move the mesh elements or cells. Overlapping methods have the option of moving the mesh 
but capture the movement of interest in the overlapping regions. Meshless methods avoid 
the need to move the mesh as moving the mesh has the ability to introduce error. Usually 
when a mesh is moving the aspect ratio of the mesh elements must be checked. If the ratio 
goes beyond some limit, the mesh must be reordered and remade, and the solution from the 
old mesh must be projected to the new mesh in order to continue the simulation. Each of 
those steps has the ability to introduce error. Therefore it is best to limit mesh distortion or 
concentrate it in elements that have the ability to absorb the deformation without reaching 
the aspect ratio limit for the computation (7) (53). 

There are also numerous methods that avoid meshes. Due to the problems and errors that 
poor refinement and mesh distortion introduce, some people avoid mesh methods 
altogether. Some meshless methods (54) include spectral methods (55), the vortex method 
(meshless method for turbulent flows), and particle dynamics methods (56). 


4. Post-processing 


This is the final stage when the computations are complete. This involves taking the output 
files full of velocity, pressure, density, and similar. information at each node for each time 
step and displaying the information visually, hopefully with color. Many CFD engineers 
also animate the results so as to better show what happens in time or to follow a fluid 
particle or a streamline. 
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4.1 Engineering 

Up to this point, all of the work we have spoken about deals with the computer 
science/ electrical engineering part or the computational and applied mathematics part of 
CFD. The mechanical and chemical engineering part of CFD comes in the post-processing 
and analysis. 

The interpretation of the visualized results is also another point at which error can be 
introduced. CFD scientists and engineers must therefore take care in not overextending the 
analysis and simultaneously not missing important implications or conclusions that can be 
drawn from it. Engineers also make sure to corroborate the results with physical 
experiments and theoretical analysis. Additionally, the choice of problem and the 
motivation can come from the engineering side of CFD at the very beginning before any pre- 
processing work. Finally, the engineering analysis of the phenomenon directs the feedback 
loop of the research work. At this point the CFD worker must decide what values to change, 
whether it should be run again, what parameters should be maintained at current values, 
etc. He must decide which parameters’ effect should be tested. He must determine if the 
results make sense and how to properly communicate those results to other engineers, 
scientists, scientists outside of the field, lay persons, and policy makers. 

CFD work has taken exciting directions and comes to bear in many ways in society. When 
the fluid is water, CFD workers study hydrodynamics. When the fluid is air, they study 
aerodynamics. When it is air systems, they study meteorology and climate change. When it 
is the expanding universe, astronomy and cosmology; blood, medicine; oil and fossil flows, 
geology and petroleum engineering. CFD workers work with zoologists studying the 
mechanics of bird flight, paleontologists studying fossils, and chemists studying mixing 
rates of various gases in chemical reactions and in cycles like the nitrogen cycle. 

Because of the importance and presence of fluids everywhere, the interaction of fluids with 
structures throughout the real world, and the application of mechanics and chemical 
engineering everywhere, CFD remains important. Moreover, the computational tools CFD 
engineers use can be utilized to solve and help other computational fields. Since the advent 
and continual innovation of the computer, all scientific fields have become computational — 
computational biology, computational chemistry, computational physics, etc. The same 
computational tools used in CFD can often be applied in other areas (predicting the weather 
involves a linear algebraic system for instance). This allows CFD engineers and scientists to 
move in and out of fields and bring their engineering analytical skills and critical reasoning 
to bear in other situations. CFD engineers and scientists are even used to make video games 
and animations look more physically realistic instead of simply artistic (57). 


5. Closing 


There are a host of other interesting areas in CFD such as two-phase or multi-phase flow 
(58), vorticity confinement techniques (similar to shock capturing methods) (59), probability 
density function methods (60), and fluid-structure interaction (FSI) (61). Other chapters in 
this book address those, so we will not talk specifically about them here. It is simply 
important to understand that as computing capability increases as computer scientists 
increase the clock speed of the microchip all the time, our ability to solve real-life problems 
increases. Problems involving two liquids or two phases occur all the time, and there are 
many instances of fluids interacting with deforming solids—in fact that is the general 
reality. So combining CFD with computational solid dynamics is an important partnership 
that lends itself well to solving the major challenges facing us in the 21st century. 
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1. Introduction 


Sedimentation is perhaps the oldest and most common water treatment process. The 
principle of allowing turbid water to settle before it is drunk can be traced back to ancient 
times. In modern times a proper understanding of sedimentation tank behavior is 
essential for proper tank design and operation. Generally, sedimentation tanks are 
characterized by interesting hydrodynamic phenomena, such as density waterfalls, 
bottom currents and surface return currents, and are also sensitive to temperature 
fluctuations and wind effects. 

On the surface, a sedimentation tank appears to be a simple phase separating device, but 
down under an intricate balance of forces is present. Many factors clearly affect the 
capacity and performance of a sedimentation tank: surface and solids loading rates, tank 
type, solids removal mechanism, inlet design, weir placement and loading rate etc. To 
account for them, present-day designs are typically oversizing the settling tanks. In that 
way, designers hope to cope with the poor design that is responsible for undesired and 
unpredictable system disturbances, which may be of hydraulic, biological or physico- 
chemical origin. 

To improve the design of process equipment while avoiding tedious and time consuming 
experiments Computational Fluid Dynamics (CFD) calculations have been employed during 
the last decades. Fluid flow patterns inside process equipment may be predicted by solving 
the partial differential equations that describe the conservation of mass and momentum. The 
geometry of sedimentation tanks makes analytical solutions of these equations impossible, 
so usually numerical solutions are implemented using Computational Fluid Dynamics 
packages. The advent of fast computers has improved the accessibility of CFD, which 
appears as an effective tool with great potential. Regarding sedimentation tanks, CFD may 
be used first for optimizing the design and retrofitting to improve effluent quality and 
underflow solids concentration. Second, it may increase the basic understanding of internal 
processes and their interactions. This knowledge can again be used for process optimization. 
The latter concerns the cost-effectiveness of a validated CFD model where simulation results 
can be seen as numerical experiments and partly replace expensive field experiments 
(Huggins et al. 2005). 
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Generally, many researchers have used CFD simulations to describe water flow and solids 
removal in settling tanks for sewage water treatment. However, works in CFD modelling of 
sedimentation tanks for potable water treatment, rectangular sedimentation tanks, and iron 
removal by sedimentation tank in surface and groundwater treatment plants have not been 
found in the literature. Moreover, the physical characteristics of the flocs may not be such 
significant parameters in the flow field of sedimentation tanks for potable water, due to the 
much lower solids concentrations and greater particle size distributions than those 
encountered in wastewater treatment. 

Design of sedimentation tanks for water and wastewater treatment processes are often 
based on the surface overflow rate of the tank. This design variable is predicated on the 
assumption of uniform unidirectional flow through the tank. Dick (1982), though, showed 
that many full-scale sedimentation tanks do not follow ideal flow behavior because 
suspended solids removal in a sedimentation tank was often not a function of the overflow 
rate. Because of uncertainties in the hydrodynamics of sedimentation tanks, designers 
typically use safety factors to account for this nonideal flow behavior (Abdel-Gawad and 
McCorquodale, 1984). 

It can be concluded from the discussion that the current ways in which STs are designed and 
modified could and should be improved. Providing a tool that might lead to sedimentation 
tank optimization, as well as understanding, quantifying and visualizing the major 
processes dominating the tank performance, are the main goals of this research. 


2. Scope and objectives 


This research focuses on the development of a CFD Model that can be used as an aid in the 

design, operation and modification of sedimentation tanks (Ghawi, 2008). This model 

represents in a 2D scheme the major physical processes occurring in STs. However, effect of 

scrapers and inlet are also included, hence the CFD Model definition. Obviously, such a 

model can be a powerful tool; it might lead to rectangular sedimentation tanks optimization, 

developing cost-effective solutions for new sedimentation projects and helping existent 
sedimentation tanks to reach new-more demanding standards with less expensive 
modifications. An important benefit is that the model may increase the understanding of the 

internal processes in sedimentation tanks and their interactions. A major goal is to present a 

model that can be available to the professionals involved in operation, modification and 

design of sedimentation tanks.. The ultimate goal of the project is to develop a new CFD 
methodology for the analysis of the sediment transport for multiple particle sizes in full- 
scale sedimentation tanks of surface and groundwater potable water treatment plants with 
high iron concentration. The CFD package FLUENT 6.3.26 was used for the case study of the 
effect of adding several tank modifications including flocculation baffle, energy dissipation 
baffles, perforated baffles and relocated effluent launders, were recommend based on their 
field investigation on the efficiency of solids removal. An overview of the outline of the 

project is given in Figure 1. 

The specific objectives of this research include: 

e Improve the operation and performance of horizontal sedimentation tank in Iraq which 
have been identified as operating poorly, by predicting the existing flow, coagulant 
dose to remove iron and flocculent concentration distribution of the sedimentation tank 
by means of CFD techniques. 

e Develop a mathematical model for sedimentation tanks in 2D; 
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e = Introduce a flocculation submodel in the general ST model, 

e Introduce a temperature submodel in the general ST model. 

e Design CFD model for simulation of sedimentation tanks, i.e. grids and numerical 
descriptions. 

e Develop a model calibration procedure, including the calibration of the settling 
properties, and validate the models with experimental data. 

e Evaluate the suitability of CFD as a technique for design and research of rectangular 
sedimentation tanks for drinking water treatment plants and iron removal. 

e Use CFD to investigate the effects of design parameters and operational parameters. 


Fig. 1. Overview of the settling tank project 


Finally, a CFD model was developed to simulate the full scale rectangular sedimentation 
tanks at the AL-DEWANYIA purification works in Iraq. The CFD simulations of the AL- 
DEWANYIA tanks were done by setting up standard cases for each, i.e. a configuration and 
operating conditions that represented the physical tanks as they were built, and then 
varying different aspects of the configuration or operating conditions one or two at a time to 
determine the effect. discrete particles in dilute suspension was simulated, as it is the 
applicable type for the operating conditions in rectangular sedimentation tanks for potable 
water treatment. 


3. Modelling the settling tank 


Figure 2 shows the set-up of the settling tank CFD model which developed in this work. The 
code predicts fluid flow by numerically solving the partial differential equations, which 
describe the conservation of mass and momentum. A grid is placed over the flow region of 
interest and by applying the conservation of mass and momentum over each cell of the grid 
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sequentially discrete equations are derived. In the case of turbulent flows, the conservation 
equations are solved to obtain time-averaged information. Since the time-averaged 
equations contain additional terms, which represent the transport of mass and momentum 
by turbulence, turbulence models that are based on a combination of empiricism and 
theoretical considerations are introduced to calculate these quantities from details of the 
mean flow. 


Pre-processing Equation solved on mesh 


. Mesh » Solid ¢ Transport equation 
Generator Modeller . Mass Physical model 
. Turbulence (k-e Model) 


. Species mass fraction 


. Phases volume fraction - DPM (Lagrangian Model) 
«Solver . Momentum . Phases change 
Settings . Energy . Moving mesh 


¢ Equation of State 
» Post-Processing Supporting physical Models 
. Velocity 
. Concentration 
. Temperature 
emcunere » Material properties 
» Boundary conditions 


» Initial conditions 


Fig. 2. CFD model 


4. Numerical techniques used in Fluent 


This section will shortly deal with the methods applied in (Ghawi, 2008). The Fluent 
software utilises the finite volume method to solve the governing integral equations for the 
conservation of mass and momentum, and (when appropriate) for scalars such as 
turbulence and solids concentration. In the work (Ghawi, 2008), the so-called segregated 
solver was applied; its solution procedure is schematically given in Figure 3. Using this 
approach, the governing equations are solved sequentially, ie. segregated from one another. 
Because the governing equations are non-linear (and coupled), several iterations of the 
solution loop must be performed before a converged solution is obtained. 

Concerning the spatial discretisation, the segregated solution algorithm was selected. The 
k-e turbulence model was used to account for turbulence, since this model is meant to 
describe better low Reynolds numbers flows such as the one inside our sedimentation 
tank. The used discretisation schemes were the simple for the pressure, the PISO for the 
pressure-velocity coupling and the second order upwind for the momentum, the 
turbulence energy and the specific dissipation. Adams and Rodi 1990 pointed out that for 
real settling tanks the walls can be considered as being smooth due the prevailing low 
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velocities and the correspondingly large viscous layer. Consequently, the standard wall 
functions as proposed by Launder and Spalding 1974 were used. The water free surface 
was modeled as a fixed surface; this plane of symmetry was characterized by zero normal 
gradients for all variables 


Update properties, e.g. p 
Solve numerical equations (u. v velocity) 


Solve pressure-correction (continuity) equation 
Update pressure, face mass flow rate 


Solve turbulence and scalar equations 


Converged? 


Take a time step 


Fig. 3. Solution procedure 


5. Experimental techniques for model calibration and validation 


The process of developing (incl. calibration), verifying, and validating a CFD code requires 
the use of experimental, theoretical and computational sciences. This process is a closed loop 
as presented in Figure 4. 

The above clearly indicates that good experimental data are indispensable for settling tank 
model validation; their quality largely depends on the applied experimental technique. 

For the purposes of testing the numerical model presented in this thesis on a full scale tank, 
the data set gathered laboratories, was selected. Here, a comprehensive experimental study 
of a working settling tank at AL-DEWANYIA in Iraq were carried out. Velocity and 
concentration profiles were gathered at 7 stations along the length and 3 stations across the 
width of the tank for a variety of inlet conditions and inlet and outlet geometries. 
Volumetric flow rates through the inlets and outlets were measured for each test condition 
studied. Details of the tank geometry and the experimental conditions for which 3D 
numerical simulations have been made are given in next sections. The following topics are 
dealt with which measured in the sites: 
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Flow rate, (2) Settling velocity, (3) Solids concentration ( Turbidity), Iron, and Manganese, 
(4) Particle size distribution, (5) Velocity of liquid, and (6) Temperature 


PHYSICAL 
REALITY 


CONCEPTUAL MODEL MODEL 


MODEL CALIBRATION VALIDATION 


CODE SIMULATED 
VERIFICATION REALITY 


Fig. 4. Process of developing CFD code. 
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Fig. 5. Layout of AL-DEWANYIA WTP 


6. Model development, applications and results 


6.1 Introduction 

The full-scale horizontal settling tanks at the drinking treatment plant of AL-DEWANYIA 
were opted for. Most settling tanks of Iraq Water exhibit a horizontal settling tank. This 
research was focused on this type of settling tanks. 

Figure 5 represents treatment of water obtained from a deep well in AL-DEWANYIA WTP a 
The AL-DEWANYIA WTP were built to remove turbidity and organic material. 
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6.2 Simulation 

To limit computational power requirements, the rectangular settling tank was modeled in 
2D. The major assumption in the development of the model is that the flow field is the same 
for all positions; therefore, a 2D geometry can be used to properly simulate the general 
features of the hydrodynamic processes in the tank. As a first step, a mesh was generated 
across the sedimentation tank. As a result, the solutions from the grid of 137,814 
quadrilateral elements were considered to be grid independent. 

For simulation purposes, the range of the suspended solids was divided into thirteen 
distinct classes of particles based on the discretization of the measured size distribution. 
The number of classes was selected in order to combine the solution accuracy with short 
computing time. Two other numbers, 6 and 15, were tested. While the predictions 
obtained using 6 classes of particles were found to be different from those resulting from 
the 13 classes, the difference between the predictions made by the 13 and the 15 classes 
were insignificant. Therefore, a number of 13 classes were selected as a suitable one. 
Within each class the particle diameter is assumed to be constant (Table 1). As it can be 
seen in Table 1, the range of particle size is narrower for classes that are expected to have 
lower settling rates. 


Class Range of particle Mean particle size Weeaceen 
size (jm) (pm) 
1 10-30 20 0.025 
2 30-70 50 0.027 
2 70-90 80 0.039 
| 90-150 120 0.066 
5 150-190 170 0.095 
6 190-210 200 0.115 
7 210-290 250 0.126 
8 290-410 350 0.124 
9 410-490 450 0.113 
10 490-610 550 0.101 
11 610-690 650 0.077 
12 690-810 750 0.057 
13 810-890 850 0.040 


Table 1. Classes of particles used to account for the total suspended solids in the STs in AL- 
DEWANYIA STs. 


6.3 The influence of particle structure 

The settling velocity of an impermeable spherical particle can be predicted from Stokes’ law. 
However, the aggregates in the water not only are porous but it is well known that they 
have quite irregular shapes with spatial varying porosity. The flow chart of this 
computations sequence is presented in Figure 6. 
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Flow field computation 
Assume a value of apparent density : orrect apparent 


density value 


Compute sedimentation efficiency for 
each particle size 


Drive the total sedimentation efficiency 
and compare with the experimental one 


No match 


Match 


Fig. 6. Flow chart of computation sequence. 


6.4 Simulation of existing sedimentation tanks 

The AL-DEWANYIA water treatment plant uses lime, and (NH4)2SO4 and Fe2(SO,)3 to 
flocculate the and solid concentrations, respectively before entering the sedimentation tanks. 
There are 4 rectangular tanks at the AL-DEWANYIA WTP. 

The Physical and hydraulic data during study periods, and settling tank data for two WTPs 
are shown in Table 2. 


Geometry Value 
Tank length 30.0 m 
Tank width 4.50 m 
Hopper depth 2.50 m 
Bottom slop 0.00 
Weir length 4.50 m 
Weir width 0.70 m 
Weir depth 0.50 m 
loading Value 
SOR 2.7m/h 
Inlet concentration 30-80 mg/1 
Density of water 1000 kg/m3 
Density of particulate 1066 kg/m3 
Tank parameter Value 
Average flow rate 60-80 1/s 
Sludge pumping rate 5-15 I/s 
Inflow temperature average 4°C -11°C , and 20°C -270C 
Inflow suspended solids 25-80 mg/1 
Detention time 2.5-3.6 hr 
Cmin 0.17 mg/1 
p 0.002 N.s/m2 


Table 2. Physical and hydraulic data during study periods, and settling tank data. 
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6.4.1 AL-DEWANYIA WTP 
Figure 7 shows the velocity profiles of the existing tanks for a flow rate of 80 1/s and an inlet 
concentration of 50 mg/1 (~75 NTU). High velocities are present at the inlet (0.065 m/s). The 
flow is further accelerated towards the bottom of the hopper due to the density differences 
as well as the wedge shape of the hopper. The strong bottom current is balanced by a 
surface return current inside the hopper. The velocities near the effluent weir are very low. 
The solids concentration profile is shown in Figure 8. Note the high concentration 
downstream of the sludge hopper. The sludge that is supposed to settle in the hopper is 
washed out of the hopper into the flat section of the tank. Over time a significant amount of 
sludge accumulates. According to both the field observations and the modeling of the 
existing process, each of the following reasons (or combination of them) may cause the ST 
problems, i.e. the flocculant solids blowing out: 

1. The location of the existing weir (distributed in a range of 1 meter at the very 
downstream end of the ST) cause very strong upward currents, which could be one of 
the major reasons that the flocculant solids were blowing out around the effluent area. 

2. The strong upward flow is not only related to the small area the effluent flow passes 
through but also to the rebound effect between the ST bottom density current and the 
downstream wall. The “rebound” phenomenon has been observed and reported by 
many operators as well as field investigators, especially in ST with small amounts of 
sludge inventory. A reasonable amount of sludge inventory can help dissipate the 
kinetic energy of the bottom density current. 

3. In the existing operation, the bottom density current must be fairly strong due to the 
lack of proper baffling and the shortage of sludge inventory in the tank. 
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Fig. 7. Velocity contours of existing tank (m/s) 
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Fig. 8. Solids concentration profile for existing tank 
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7. Simple improvements to the existing sedimentation tank in WTP 


Field data collected from the laboratories during the last 3 years was used to analyze the 
tank behavior and to enhance the performance of the settling tanks at the AL-DEWANYIA 
WT Plant. Several tank modifications including flocculation baffle, energy dissipation 
baffles, perforated baffles and inboard effluent launders, were recommend based on their 
field investigation 

The relationship between the effluent SS and the hydraulic loading is summarised in Table 3 
for the existing STs and with different modification combinations. The predicted Effluent SS 
(ESS) in Table 3 and Figure 9 indicates that the average ESS can be significantly reduced by 
improving the tank hydraulic efficiency. The comparison of model predictions with the 
subsequent field data indicates that the significantly improvement of STs performance was 
obtained by using the minor modifications based on the 2-D computer modeling. 


Q=501/s 


Q= 701/s 


Influent Influent Q= 801/s Q= 801/s 
Influent conc.= 50 | Influent conc.= 
conc.= 40 conc.= 40 nos 75 me/l 
mg/1 mg/1 8 g 


Predicted average effluent concentration 


Existing tank 20 30 40 50 
Modification 1 12 11 30 22 
Modification 2 6 8 12 13 
Modification 1 and 2 4 6 7 9 


(1) Perforated baffle distance from inlet = 16m; gap above bed = 0.5 m; height above bed = 
1.8 m; porosity = 55% 
(2) Length of launder = 12 m. 


Table 3. Performance data for modelled settling tank 
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Fig. 9. Comparison of solids distributions on surface layer between existing and modified 
tanks 


8. Modelling the scraper mechanism 


The gravitational (and laminar) flow along the bottom, which may go up to 8-15 mm/s near 
the sump, is blocked for 40 minutes of scraper passage. This is clearly seen in Figure 10. The 
scraper blade thus constrains the bottom flow discharge by counteracting the gravitational 
force. Near the floor the velocity increases with height in the shear flow region, but is 
obviously limited by the scraper’s velocity. 
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Fig. 10. Effect of scraper on solids concentration profiles 


9. Design procedures and guidelines 


The design procedures are necessarily based on many assumptions, not normally stated as 
shortcomings and limitations during the design process. To demonstrate the implications of 
these assumptions and the way in which these assumption deviate from real tanks. (Ghawi, 
2008) tried to improve design procedure as show in Table 4. 


Improved design procedure 


Evaluate results and check for evidence of the following: 
- short circuiting 

- high velocities zones 

- high overflow concentration 

- poor sludge removal 


If none of the above is present, tank size can be reduced to reduce capital cost. 
If problems are evident, adjust the design by adjusting the: 
- inlet 


- position of sludge withdrawal 
- position of overflow launders 
Also consider using perforated, porous and deflecting baffles 


Step 6 Repeat until a satisfactory tank geometry is obtained and check final geometry 
for various process changes such as density, concentration and inflow rate. 


Step 7 Asses the influence of the settling velocity and sludge density input 
parameters and repeat steps 3 - 6 if necessary. 


Table 4. Proposed CFD enhanced design procedure. 
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10. Temperature effect 


Settling velocity correction factor 


In order to define a correction factor for the settling velocities based on temperature 
difference, the temperature effect on the zone settling velocity has to be determined. 

Figure 11 displays graphically the value of the relationship Vst2 / Vsr1 and pr2 /jim1 for the 
data presented in Table 5 at temperatures T, (summer temperature) and Ty, (winter 
temperature). 


CFD Calculated at summer temperature 


Inlet Outlet 
SS Settling velocity V Dynamic viscosity pt 
mg/l / are ai tacks ke/m.s 
60 1.5 27.5 27.5 8.5e-04 


25 


1.7 


27.5 
26 


27.5 
26 


8.60e-04 
8.7e-04 


15 


25.4 


25.4 


8.8e-04 


CFD Calculated at cooled temperature 
8 92 


1.35e-03 
1.29e-03 
1.30e-03 


Table 5. Settling velocity and dynamic viscosities for summer and winter temperature. 


From Figure 11 can be observed that the numerical values of the ratios Vst2 / Vsr1 and 112 
/pm1 are very close, suggesting that an easy correction in the zone settling velocity for 
different temperatures can be made with a correction factor based on the dynamic viscosity 
of the water at the two temperatures. Figure 12 shows an extended data set indicating the 
relationships between the ratios Vst2/ Vsti and pire / pT. 

Fitting a straight line to the data point presented in Figure 13 can find a correction factor for 
the settling velocities based on temperature 


247.8 
T1+133.15 


1 
[ 247.8 | ( ) 


T2+133.15 


Vsr, = Vor, 


Equation 1 can be applied to correct the settling velocities for difference in temperatures in 
whichever of the four types of sedimentation, i.e., unflocculated discrete settling, and 
flocculated discrete settling. Even though equation 1 can be used for a sensitivity analysis on 
the performance of the model for different seasons, e.g. summer and winter, there is no 
evidence that the settling properties can be accurately extrapolated from one season to 
another. 
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Fig. 11. Ratios of Vst2/ Vsti and pr2 /pm for Different suspended solid (SS) concentrations. 
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Fig. 12. Effect of Temperature on Settling Velocity. 


11. Validation of the model 


The validation process involves comparing the model response to actual measured data. The 
model was validated using measured data from the AL-DEWANYIA WTPs. 

After the development of the hydrodynamic model, and turbulence model, the ST model 
was tested. The ESS predicted by the model was tested during seven days (from a 10 day 
period) showing a very good agreement with the field data. Figure 13 presents a comparison 
between the experimentally measured and the simulated values of the floc concentration in 
the effluent of the existing tanks in AL-DEWANYIA. Apparently, there is a good agreement 
between measured and predicted values. 
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Fig. 13. Validation of the ESS Simulated by the Model 


The average values of effluent concentration of improvement are presented in Table 6. The 
tank operation conditions in the data collection periods (February-April, 2007, June-August, 
2006)) and the CFD model predictions are very close as shown in Table 6. The comparison of 
model predictions with the subsequent field data indicates that the significantly 
improvement of tank performance was obtained by using the minor modifications based on 
the 2-D computer modeling. 


Operation : : 
daeane Effluent concentration (mg/1) and improvement 
Poke mee vane pens 
mei Modifications Modifications Madiicauans 

Field Data 
June-August 50 28 - - 
2006 
Model 3 ° 
Pradictoné 47 27 6 (+78%) 5 (+82%) 


Table 6. Comparison of model predictions with field data 


12. Conclusions 


The introduction of this study made clear that many factors influence the performance of 
settling tanks. They may be categorised as physico-chemical and hydraulic influences. To 
account for them in terms of process operation and design, mathematical models may be 
utilised. In this respect, Computational Fluid Dynamics (CFD) enables the investigation of 
internal processes, such as local velocities and solids concentrations, to identify process in 
efficiencies and resolve them. Although these complex models demand for considerable 
computational power, they may become an option for the study of process operation and 
control as computer speed increases. Nowadays, they mostly find applications in the world 
of settling tank design. 
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The main purpose of this investigation was to develop a CFD ST model capable of 

simulating the major processes that control the performance of settling tanks, this goal 

was achieved. The accomplished objectives of this research include: the development of a 

compound settling model that includes the representation of the settling velocity for the 

suspended solids usually encountered in this type of tank (horizontal sedimentation 
tanks) the inclusion of iron removal effects, a flocculation sub-model, and a temperature 
sub-model. 

These types of sub-models have not been previously incorporated in CFD ST models. The 

model was rigorously tested and validated. The validation process confirms the utilities and 

accuracy of the model. An important benefit of this research is that it has contributed to a 

better understanding of the processes in STs. The results presented in this research clarify 

important points that have been debated by previous researchers. 

This research may also open the discussion for future research and different ways for 

improving the performance of existing and new STs. In summary, this research has led to 

more complete understanding of the processes affecting the performance of settling tanks, 
and provides a useful tool for the optimization of these corn stone units in water treatment. 

The major conclusions, general and specifics, obtained from this research are: 

1. CFD modeling was successfully used to evaluate the performance of settling tank. 

2. The usually unknown and difficult to be measured particle density is found by 
matching the theoretical to the easily measured experimental total settling efficiency. 
The proposed strategy is computationally much more efficient than the corresponding 
strategies used for the simulation of wastewater treatment. 

3. Solid removal efficiency can be estimated by calculating solids concentration at effluent. 

4. High solid removal efficiency was achieved for all cases tested. 

5. Baffling inlet arrangement succeeded in controlling kinetic energy decay. 

6. Improved energy dissipation due to an improved inlet configuration. 

7. Reduced density currents due to an improved inlet configuration. 

8. Improved sludge removal due to the inlet configuration. 

9. Troubleshoot existing STs and related process operations. 

10. The effluent quality can be improved by more than 60% for any cases. 

11. Evaluated ST design under the specified process conditions. 

12. Develop reliable retrofit alternatives with the best cost-effectiveness. 

13. The changes in temperature on STs play an important role on the performance of STs. 

14. Scrape is important in the settling process and play a big role in changing the flow field. 

15. In this work we improved the STs guidelines design procedure. 

16. The fairly good agreement between model predictions and field data. 

In general the study demonstrated that CFD could be used in reviewing settling tank design 

or performance and that the results give valuable insight into how the tanks are working. It 

can be inferred that CFD could be use to evaluate settling tank designs where the tanks are 
not functioning properly. 
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1. Introduction 


In order to perform an accurate study of the climate inside a greenhouse, it is necessary to 
use models based on heat and mass transfer (Rico-Garcia et al., 2008). Mathematical models 
based on mass and energy balances assume a homogeneous greenhouse environment. These 
models generate a set of nonlinear ordinary differential equations without an analytical 
solution. However, a more detailed monitoring of the environment inside the greenhouses 
reflects a two-dimensional and three-dimensional variability of climatic variables. 
Recently, this problem has been tackled using the fundamental equations of fluid 
dynamics. The set of numerical methods applied in order to solve those equations are called 
Computational Fluid Dynamics (CFD). Computational Fluid Dynamics (CFD) provides a 
numerical solution from an energy balance of a controlled volume, which in comparison 
with other methods and expensive technologies allows an efficient study of the climate 
inside the greenhouse. CFD techniques consider the values of the independent variables as 
primary unknowns in a finite number of places inside the domain, and then a set of 
algebraic equations are derived from the fundamental equations applied to the domain and 
can be solved by pre-establish algorithms. 

In spite of, the greenhouse is a very complex bio-system, in which there are several physical, 
chemical and biological interacting process and phenomena, during the last decade, due to 
the development of computer simulation tools and the increase in computational processing 
power, it is possible to develop numerical models for the greenhouse environment such as 
more accurate models for transport phenomena and energy exchange inside the greenhouse. 
As a consequence, these studies have led improvements in the design of greenhouses 
(Norton et al., 2007). 

According to Boulard et al. (2002), CFD is a branch of fluid mechanics that uses numerical 
methods and algorithms to solve and analyze problems involving fluids flow. Therefore, it 
is possible with the use of computers to perform millions of calculations to simulate the 
interaction of liquids and gases with surfaces defined by the boundary conditions. In recent 
studies the modeling of air flow, CFD has deepened to test their effectiveness in 
relationships of climatic factors (Bournet and Boulard, 2010). Computational parametric 
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studies on greenhouse structures can help to the identification of design factors that affect 
greenhouse ventilation under specific climatic conditions (Romero-Gémez et al, 2008; 
Romero-Gomez et al., 2010). 

In the last years, many studies have used CFD to investigate the climatic conditions inside 
greenhouses. CFD has been able to increase the degree of realism by taking into account 
insect-proof screens and simulation of the crop effect, considering it as a porous medium, 
among others in 3D models. The results have been able to improve our understanding of the 
phenomenon of greenhouse ventilation. Therefore, this chapter discusses significant recent 
studies to understand how the use of CFD has evolved. 


2. Fundamental CFD equations and methodology 


2.1 Finite element models using CFD 

Computational fluid dynamics is based on the governing fluid dynamics equations 
(continuity, momentum and energy). The set of equations obtained directly from the volume 
or fixed element in space is known as "conservative form" Euler type. The equations 
obtained directly from the volume or movement with the fluid element are called "non- 
conservative form” Lagrange type (Anderson, 1995). 


2.2 Substantial derivative 

The substantial derivative physically is the exchange rate of any substance that moves with 
a fluid element. It consists of two parts, where the first part is called the local derivative, 
which means the rate of change over time in a fixed point. The second part is called the 
convective derivative, which physically is the exchange rate due to movement of the fluid 
from one point to another in the field of fluid, where the fluid properties are spatially 
different. The resulting material can be applied to any field variable fluid, for example: 
velocity(u), pressure (p) or temperature (T) (Anderson, 1995). 
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Continuity equation 

Momentum equation (a non-conservative) 

Components in x, y and z 

Energy equation (a non-conservative) 

The fundamental CFD equations form a coupled system of nonlinear partial differential 
equations. So far no analytical solution has been found. It is commonly assumed that the 
fluid is an ideal gas where the intermolecular forces can be neglected. For an ideal gas, the 
state equation is: 


AON 


p= pRT (5) 


Where R is the specific gas constant. For a calorically ideal gas we have: 


e=CoT, (6) 
Where Cv is the specific heat at constant volume (Rodriguez, 2006, Norton et al, 2007). 


2.3 CFD procedure applied to the greenhouse environment 

Domain setting and grid generation are the first steps in the CFD modeling process. This 
implies the choice of a computational domain that is large enough to correctly assess the 
main mechanisms that occur in the system and to avoid interference with artificial 
Boundaries (Bournet and Boulard, 2010). The CFD modeling process encompasses three 
stages: preprocessing, solution and post-processing. 

The preprocessing is the most time-consuming activity because of mesh generation that is 
the basis for an accurate simulation, does require heavy calculations. Therefore, keeping an 
adequate strategy should allow reliability in the calculations and physically consistent 
results. The meshing process is based on a serie of activities that can be summarized as 
follows: 

Geometry definition (Figure 1) 

Geometry decomposition 

Computational mesh generation (Figure 2), refining, giggling, quality 

Functional and quality meshing 

Definition of the boundary conditions and 

Export mesh 

One of the most important problems currently in CFD modeling of the greenhouse 
environment is the time-consuming for a simulation to converge, due to the high number of 
cells that come from the process of meshing. Thus, for many years was chosen to model only 
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in two dimensions (2D) (Flores-Velazquez, 2010). However, air distribution inner 
greenhouse has a third-dimensional (3D) pattern, for that, nowadays 3D CFD models are 
more commonly developed. According to Bournet and Boulard (2010) the calculation 
process is an iterative procedure that requires the definition of convergence criteria, and the 
user of the CFD codes must to decide on an appropriate level of convergence, of the 
solution. Generally, 10-4 of the value of a variable at all of the nodes is used. Faster 
convergence may also be reached by optimizing the grid shape or by assuming the 
Boussinesq model as density dependent rather than by setting up the problem on the basis 
of the ideal gas theory. However, this choice may not be applicable in the case of large 
thermal gradients and may also overlook the influence of temperature on air viscosity. 


Fig. 1. Geometry generation for a greenhouse. 
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Fig. 2. Computational mesh generation for a greenhouse (Flores-Velazquez, 2010). 


The presence of turbulence in a fluid is indicated by the fluctuating velocity components 
and the quantities carried out by the flow, even when the boundary conditions for the 
problem under study are kept constant. These fluctuations determine the difference between 
laminar flow and turbulent flow (Figure 3). For most situations, ventilation (effect of 
temperature, wind or both) measurements and_ visualization experiments have 
demonstrated the turbulent air flow inside and outside the greenhouse. Therefore, the 
phenomenon of turbulence must be taken into account (Norton et al. 2007). 
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Fig. 3. Velocity vectors on a multi-hood greenhouse of four spans. CFD model considers 
anti-insect mesh vents (Rico-Garcia, 2008). 
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If inertial effects are large enough with respect to viscous effects, then the flow can be 
turbulent. Turbulence means that the instantaneous velocity varies at each point of the 
flow field. The turbulent nature of the velocity can be explained considering that the rate 
consists of the sum of two components, a main component (stable) and a fluctuating 
component. Depending on Reynolds number, laminar or turbulent flow can be modeled. 
For instance, most turbulence models, such as standard k-e Model, and Re-Normalized 
Group Turbulence Model (RNG), to name a few (Rico-Garcia, 2008). 

The post-processing stage allows the user to visualize and search for the solution. Figures 
contours, vectors and graphs can be obtained from analyzing the solution. It is remarkable 
that figures allow us to observe the full distribution of temperature, speed, pressure and 
so on the whole flow field (Figure 4). 
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Fig. 4. Wind velocity (ms) and temperature (K) representative post processing 
characteristics at different greenhouses sceneries (Flores-Velazquez, 2010) 


As soon as a CDF model has been tested, the computational greenhouse environment can 
become a powerful climate analysis tool. Nowadays, it is possible to visualize, for instance, 
the wind distribution along the greenhouse when the income windows are up or down, and 
also the consequent temperature profiles, among many other possibilities (Figure 5). Even 
though, in the last decade research on wind behavior inside the greenhouse has been 
enormous, still, as a fundamental part of the greenhouse environment modeling process, it 
is necessary to take into consideration the physical verification in order to provide accuracy 
on the results obtained by numerical simulation (Flores-Velazquez, 2010). Scale models, 
water and wind tunnels and direct measurements of the climatic variables are some of the 
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main options for verification of the CFD models of the greenhouse climate (Flores- 
Velazquez, et al., 2011). 


Fig. 5. Comparison of wind speed (m s‘) (1) and profiles of air temperature (K) (2) in the 
greenhouse with and without the projection of the rectangular window. Wind speed 
exterior 4 ms“, soil heat flux 315 W m2 (Flores-Velazquez, 2010). 


3. Approaches used in the application of CFD to the greenhouse environment 


CFD modeling is used to design facilities that provide suitable climatic conditions for the 
crops. According to Sase (2006), within a mild climate, appropriate design and control of 
ventilation are required to ensure effective cooling and uniformity of the environment. It is 
possible to design an optimal greenhouse by calculating its area, volume and vents area as 
well as the material properties of the roof (Impron et al., 2007). Rico-Garcia et al. (2006), 
comparing two different greenhouses, showed the importance of its geometry and found 
that the ventilation rate for a greenhouse with larger vertical roof and windows was better 
than a multi-span greenhouse. Omer (2009) describes several designs of low energy 
greenhouses. In agreement with Baeza et al. (2008), design changes in the greenhouse, such 
as size and shape of vents, can improve air movement in the area of crops. Bakker et al. 
(2008) investigated energy balance, and determined that the amount of energy used per unit 
of output is defined by improvements in energy conversion, environmental control to 
reduce energy consumption and efficiency of agricultural production. In a study of outdoor 
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areas using the turbulence model Reynolds-averaged Navier-Stokes equations (RANS), van 
Hoff (2010) found that small geometric modifications can increase the ventilation rate up to 
43%. The performance of ventilation in enclosed spaces is affected by the flow of outside air, 
type of cover, height of the installation and the ventilation opening (Kim et al., 2010). 
Computational parametric studies on greenhouse structures can help to identify design 
factors that affect greenhouse ventilation under specific climatic conditions (Romero-Gémez 
et al., 2008; Romero-Gémez et al., 2010; Flores-Velazquez et al., 2008). 


3.1 Windward and leeward wind directions 

The wind direction outside the greenhouse is an important factor in defining the flow of air 
and climate inside the greenhouse system. The boundary conditions of wind speed 
distribution are deduced from experimental data and wind direction with respect to the 
longitudinal axis of the greenhouse, which can range from 0 ° to 90 °. Roy and Boulard 
(2005) simulated the impact of wind at 45 ° and 90 °, showing the influence of wind 
direction in the air velocity, temperature and humidity distributions inside the greenhouse; 
a similar result was found by Campen (2003). Rico-Garcia et al. (2006) also showed that a 
greenhouse with larger vertical roof windows works better with a windward condition, 
whereas the multi-span greenhouse works better with a leeward condition. Therefore, wind 
direction affects the degree of ventilation. In a experiment carried out by Khaoua et al. 
(2006), four different openings of roof vents obtained ventilation rates from 9 to 26.5 air 
exchanges per hour for the windward and 3.7 to 12.5 on the leeward wind condition, 
respectively, which can maintain acceptable and uniform climate conditions for particular 
cases where the wind is perpendicular to the main axis of the greenhouse. Overhead 
ventilation to the windward and leeward directions represents a reduction in the ventilation 
rate by 25% to 45%, compared with only opening to the windward direction (Bournet et al., 
2007). Openings to the windward direction generate the highest rate of ventilation; however, 
the greatest homogeneity of the temperature and wind speed arises from combining 
windward and leeward roof vents (Bournet and Khaoua, 2007). 

Kacira et al. (2008) showed that the air temperature inside the greenhouse was higher on the 
windward side than on the leeward side when roof vents were used. Wind speed had a 
linear influence on air exchange rates, while the wind direction did not affect them. 
Majdoubi et al. (2009) observed a strong wind air current above a tomato canopy that was 
fed by a windward side vent and a slow air stream flowing within the tomato canopy space. 
The first third of the greenhouse, until the end of the leeward side, was characterized by a 
combination of wind and buoyancy forces, with warmer and more humid inside air that 
was removed through upper roof vents. There may be a conflict between increasing 
ventilation and improving uniformity because there is little information on air movement 
affecting the cooling efficiency and the uniformity of the environment (Sase, 2006). 
According to Rico-Garcia (2008) the relationship between the thermal gradient and 
ventilation of gases shows a linear behavior, while the relationship between the combined 
effect of temperature and wind greenhouse ventilation presents a piecewise linear 
behavior. The wind pattern in a greenhouse is strongly affected not only by the outside 
wind velocity but also by the number of greenhouse spans (Flores-Velazquez, 2010). It was 
found recently, that as the greenhouse has three or four spans roof windows orientation is 
independent, however, when the greenhouse has five or more spans, side ventilation is 
dominant over the roof ventilation (Figure 6). 
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By increasing the surface of the front windows, opening windows and increasing roof 
capacity exhaust fans can ventilate properly larger greenhouses (Figure 7). It is important to 
calibrate the fan power, but also to determine a representative inlet area (Flores-Velazquez 
et al., 2009; Flores-Velazquez, 2010). 


Fig. 6. Wind velocity interior vectors with 5 ms! wind velocity outside the greenhouse, on 
four open windows sceneries tested. 
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Fig. 7. Wind velocity vectors in a inlet area and outside fans in a three span greenhouse 
(Flores-Velazquez, 2010) 


3.2 Heat exchange tube and natural ventilation 

Rouboa and Monteiro (2007) simulated, by using a CFD model, the effects on temperature 
and wind speed of the introduction of hot water pipes along a greenhouse on nighttime 
conditions, under three scenarios: natural convection heating (case A), artificial heat pipes 
(case B) and artificial heat pipes and natural ventilation (case C) by using the turbulence 
model. Re-Normalization Group (RNG) observed an average increase in air temperature to 
2.2 ° C, 6.7 ° C and 3.5 ° CG; the turbulence was lower for case A, slightly increasing with the 
heating system for case B and higher for case C, due to the effect of natural ventilation. 


3.3 Forced ventilation 

The study of fluid dynamics in ventilation systems application provides elements of natural 
ventilation. A numerical investigation by Rousseau (2008) on a prototype air-forced unit for 
crop growth chambers obtained simulations that show a nonlinear relationship between 
airflow rate and opening vents, showing the mixing zone. Dayan et al. (2004) developed 
another simplified model to demonstrate the calculation of plant temperature when 
applying forced ventilation for climate control in greenhouses. The use of a device air flow 
deflector below the roof vents proved to increase air exchange in the area of cultivation 
effectively. According to the CFD simulations, the combination of the side vent dual 
configuration has little effect on overall air exchange; nonetheless it increases air movement 
in the crops and homogenizes temperatures (Baeza et al., 2008). Another investigation by 
Hughes and Abdul (2010) took into account the effect of the external angle of the ventilation 
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device (wind vent) louvers against the internal pressure and velocity to optimize the device 
performance. The optimum angle was 35 ° to 40 ° with a wind velocity of 4.5 ms. Forced 
ventilation is an excellent option to abate the high temperature, but mainly in small 
greenhouses as fans are designed properly (Figure 8). As the length of the greenhouse 
increases, the overhead natural ventilation becomes a positive and more important 
complement to mechanical ventilation (Flores-Velazquez, 2010; Flores-Velazquez et al., 
2011). 
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Fig. 8. Three spans mechanically ventilated greenhouse, power fan 25 Pa, Heat flux 
convection 315 W, top view 2 m high. 


3.4 Fog-cooling system 

According to Sase (2006), in a fog-cooled greenhouse in combination with natural ventilation, 
air cooled by fogging above the plants is likely to go down. Kim et al. (2007) developed a CFD 
model to simulate air temperature and relative humidity distribution in a greenhouse with 
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fog-cooling systems, regardless of the presence of plants. Air temperatures and simulated 
measures ranged from 0.1 ° to 1.4 ° C and relative humidity differences were 0.3-6.0%. The 
results showed that the best cooling system performance occurs when fog nozzles are within 
2.3 meters of the floor and 1.9 m of the side walls with a uniform spacing of 3.7 m and the best 
location for the injectors is at the entrance of the side openings of the greenhouse. 


3.5 Eave cladding type 

In order to understand the air mixing properties of the installation, Norton et al. (2010b) 
studied airflow and buoyancy, determining the relationship between eave openings and 
resistance to airflow and indoor air mixing for ventilation. They quantified the domain 
based on the effect of opening conditions, eave cladding type, porosity and height and 
found that the porosity of the eave opening cladding system significantly increases the 
efficiency of ventilation. They developed another CFD model incorporating shipping space 
and the cladding of the eave under conditions of opening and modifying its height, to 
determine the effects and characteristics of ventilation inside. It was found that the cladding 
of the eave influences the efficiency of ventilation and thermal comfort. They also found that 
the strength and the height of the eave determine whether it opens to leeward, acting as an 
air inlet (Norton et al., 2010c). 


3.6 Screens and vents 

Recent research using CFD models includes further refinement in adaptive meshing areas, 
in order to maintain a high level of accuracy during modeling making the simulations more 
reliable (Norton and Sun, 2006). Screens reduce ventilation rate by 33%, according to a study 
carried out by Kittas et al. (2005). In agreement with Harmanto et al. (2006), using different 
screen’s sizes over the vent opening has a significant effect, reducing 50% to 35% mesh 40, 
78 and 52 and giving rise to a temperature gradient of 1 to 3 ° C with a mesh of 52 as 
optimal for a tropical greenhouse. Majdoubi et al. (2007) found that insect-proof screens 
significantly reduced airflow, increasing thermal gradients inside the greenhouse by 46%. 
Using a wind tunnel with screens of different porosity (0.62, 0.52 and 0.4), Teitel et al. 
(2008a) showed that a screen inclined by airflow reduces drag compared to a flow 
perpendicular to the screen, allowing an increase of 15-30% and 25% in the upper 
compared with a flat screen. Also, Teitel et al. (2009) found that higher speed screens are 
inclined at 45 ° and decreased to 135 ° tilt. 

Ali et al. (2009) investigated the effect of roof vents on the temperature and coefficient of 
heat transfer in naturally ventilated facilities. Better flow patterns and heat transfer from the 
heated ceiling are observed when the front opening is located closest to the ceiling and the 
rear opening is located closest to the center. The increase of temperature and humidity as a 
result of insect-proof screens is particularly evident in the vicinity of the crop canopy 
(Majdobi et al., 2009). Also it was found that a larger roof vent area can greatly enhance 
ventilation, while the extension of an insect-proof screen on side walls hardly changes the 
air exchange rate (Romero-Goémez et al, 2008; Romero-Gomez et al, 2010). 

In hot regions a common practice is the substitution of the plastic cover of the greenhouse 
by a screen cover. This structure is called a screenhouse or a shadehouse. Although the 
climate control is rather difficult in such structure, it is an interesting and important system 
for growing crops. In some respect a screenhouse is better than a greenhouse as it is 
required to avoid hot air temperatures during specific hours of a day or a season, which is 
feasible because of the roof ventilation lets a higher air exchange (Figure 9). 
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Fig. 9. Y-component wind velocities showing the wind exchange by the roof at entrance of a 
screenhouse (Flores-Velazquez, et al., 2008). 


When several screen porosities are located on side/roof screenhouses a similar behavior is 
observed, regardless the kind of screen, and a strong reduction of the wind velocity is 
predicted as the crop effect is taken into account to simulate the CFD model of the 
screenhouse (Figure 10). 


0,8 0,8 4 


ir 
nD 
— 
D 
— 


0,7 


= 

nN 
\ 
A 
| 

Sb 


0,6 0,6 + 


0,5 0,5 a 


0,4 


0,3 
0,2 


Normalized wind velocity 
Normalized wind velocity . 
& 
> 


0,1 


eer 


0,0 SE 
0 30 60 90 120 150 180 210 240 


Distance along the screenhouse (m) 


0 30 60 90 120 150 180 210 240 


Distance along the screenhouse (m) 


(a) (b) 
Fig. 10. Comparison of wind velocities between screenhouses with the same screen (S1 and 
S2) and screen on the side (S1) and screen on the roof (S2). (a) With crop effect simulated. (b) 
Without crop effect simulated. 
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3.7 Solar radiation and temperature 

Some studies have used solar radiation and transpiration models based on the heat and 
water balances of the crop, to investigate the distributions of air temperature and humidity 
and also the interactions between the crop and the air, in addition to the airflow distribution 
(Sase, 2006). According to Tablada (2005), the factor of solar protection plays a crucial role in 
maintaining stable thermal conditions indoors, even if the outside air temperature is higher. 
The slightly higher air speed on the top floor is insignificant in view of reducing the 
negative effect of the solar radiation over the roof and facade. The temperature of the 
greenhouse cover is an essential parameter needed for any analysis of energy transferred in 
the greenhouse. A sub-model developed by Impron et al. (2007) calculated the transmission 
of radiation through the greenhouse, including the reduction of NIR transmission through 
the roof. Tong et al. (2009) developed a numerical model to determine time-dependent 
temperature distributions based on hourly measured data for solar radiation, indoor air, soil 
and outside temperature, taking into account variable solar radiation and natural convection 
inside the greenhouse during the winter in northern China. 


3.8 Temperature and air exchange 

The effect of solar and thermal radiation is often taken into account by setting specific wall 

or heat fluxes at the physical boundaries of the greenhouse. Radiation transfer within the 

crop itself is still the major concern since it determines the two main physiological crop 
processes: transpiration and photosynthesis. This challenge is now launched and will 

probably receive more attention within the next few years (Bournet and Boulard, 2010). 

Pontikakos et al. (2006) analyzed data obtained from a CFD model, and showed that the 

external boundary temperature is a critical parameter in the pattern of internal greenhouse 

temperatures and that for specific external temperatures and wind directions, airspeed 
becomes the crucial parameter. According to Molina et al. (2006), opening vents affect the air 
flow, the ventilation rate and the air temperature distribution in a greenhouse; where the 
mean air temperature at the middle varied from 28.2 to 32.9°C with an outside air 
temperature of 26°C, there were regions inside the greenhouse that were 13°C warmer than 
the outside air. Nebbali et al. (2006) used a semi-analytical method to determine the ground 
temperature profile from weather parameters and other characteristics, to help in evaluating 
heat flux exchange between the surface and the air. Rico-Garcia et al. (2008) showed that 
ventilation in greenhouses due to the temperature effect produces high air exchange rates; 
however, those air patterns occur near the openings, causing almost no air exchange in the 
central zone of the greenhouse due to a stagnant effect that reduces the wind effect 

throughout the greenhouse. In agreement with the results of Majdoubi et al. (2009), 

convection and radiation are the dominant forms of heat transfer. The measurements show 

that the difference between the air temperature inside and outside the greenhouse is 
strongly linked to solar radiation and secondly to wind speed. However, Chow and Hold 

(2010) obtained the following conclusions from studying buoyancy forces from thermal 

gradients: 

a. Thermal radiation without air involvement changes air temperature distribution by 
radiating upper zone thermal energy in the wall towards the lower zone wall, which 
then affects air temperature through conduction and convection; 

b. The inclusion of air absorption increases the effect of radioactive thermal redistribution 
by allowing air to absorb and radiate heat, reducing temperature gradients further; 
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c. Thermal boundary conditions and heat loads affect the predicted absolute temperature 
bounds, but do not affect the temperature distribution. 

Radiation conditions play an important role in redistributing heat. Atmospheric conditions, 

especially relative humidity, are important for the calculation of radiation and heat transfer. 

Flores-Velazquez (2010) recently found that without overhead natural ventilation, it is 

possible to find linear relationships between temperature increase and the length of the 

greenhouse respectively, and the fan power that determines the slope of the regression line. 


3.9 Turbulence and buoyancy 

As computing power has increased the complexity and sophistication of CFD models also 
have increased. According to Norton and Sun (2006), the standard k-e turbulence model 
commonly used in CFD models for greenhouses, in some cases provides inadequate results, 
and the choice of turbulence models must be based on the phenomena involved in the 
simulation. Different turbulence models give rise to differences in speed, temperature and 
humidity patterns, confirming the importance of choosing the model that most closely 
matches the actual conditions of turbulence (Roy and Boulard, 2005). Teitel and Tanny 
(2005) showed that the output of the turbulent heat flux is mainly due to cold air entering 
the greenhouse, which produces hot and cold eddies coming in and out the greenhouse. Roy 
and Boulard (2005) showed that the effects of wind direction on climate parameters inside 
the greenhouse are usually simulated by using different turbulence models available, to 
determine the energy balance between the flow of perspiration and the flow of radiation. 
Under ventilation parameters based on Bernoulli's theorem, Majdoubi et al. (2007), showed 
that bad ventilation performance is not a result of the low value of the greenhouse 
wind-related ventilation efficiency coefficient, but rather, that the low rate of discharge due 
to pressure drop in air flow is generated both by the use of anti-insect screens with small 
openings as an obstruction due to the orientation of the rows of crops. Moreover, Rouboa 
and Monteiro (2007) note that the RNG turbulence model is best suited to simulate 
microclimates in arc-shaped greenhouses. 

According to Baxevanou et al. (2007), the circulation of air buoyancy effect shows the 
importance of internal temperature gradients, forced convection resulting from natural 
ventilation predominates. Rico-Garcia et al. (2008) found that applying temperatures as the 
main driven forces for the buoyancy effect provides a simple way to study ventilation and 
inner air patterns. Vera et al. (2010a) observed that differences in temperature and 
ventilation rates strongly influence the movement of air, pushing it through openings where 
space is colder, while creating rising air currents when it is hot. Majdoubi et al. (2009) 
showed that the buoyancy forces induced by air temperature and increased humidity result 
in loops of air between the crop and the roof windows, which in turn tend to accelerate the 
pace of removal of heat and water vapor, enhancing indoor climate. Fidaros et al. (2010) 
studied turbulence in Greek greenhouses and found that external temperature variation is 
very important because internal temperature is determined by convection induced by the 
input current. The housing area had a higher circulation in the center of the greenhouse near 
the deck and in the corners of the ground, where the effect of the input current is weak. 
Defraeye et al. (2010) used a RANS turbulence model in CFD simulations to evaluate heat 
transfer by forced convection at the surface of a cube immersed in a turbulent boundary 
layer for applications in the atmospheric boundary layer (ABL), where wind speed is not 
disturbed at a height of 10 m. In a study of airfoil wakes, three turbulence models were 
simulated by Roberts and Cui (2010); the Reynolds Stress Model (RSM) is superior over the 
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k-e model, and when a time-dependent solution is necessary, Large Eddy Simulation (LES) 

is the desired option. However, LES does require the airfoil geometry to be included in the 

domain because it performs poorly when given only inlet velocities, turbulence kinetic 
energy and eddy dissipation at the trailing edge of the airfoil. According to Bournet and 

Boulard (2010), although they have been used for a long time in both the agriculture and 

environment studies, less empirical approaches to turbulence based on the use of LES have 

never been applied to greenhouse climate modeling and might perhaps be used to look for a 

solution to this complex situation. 

Inside buildings, it is difficult to maintain a thermally stratified space with low ceilings, such 

as in offices and houses. Vera et al. (2010b) studied buoyancy in enclosed spaces, drawing 

the following conclusions: 

a. Rising air currents and the exchange of humidity are closely related to the temperature 
difference between the lower and upper space. Low temperature in the upper space 
promotes the exchange of humidity and air flow through the opening; the hotter you 
are, the greater the restriction of air and humidity transport. 

b. The existence of upward air currents when the space is warmer than the bottom is 
caused by local conditions such as non-uniform temperature distributions in the upper 
space and convective warm currents of the base and the humidity source. 

c. Compared with conditions without mechanical ventilation, ventilation severely restricts 
the flow of air through the opening. 

The main difficulty in the choice of the model is that greenhouse systems cover a range of 

length and velocity scales that generally require different modeling approaches (Bournet 

and Boulard (2010). 


3.10 Incorporation crop effects and crop modeling 

The effect of plants on greenhouse ventilation has also been studied in the past. For instance; 
Bournet et al. (2007), based on studies by Nederhoff (1985) and Lee and Short (1998), 
assumed that a crop of 90 cm high and low density decreases between 12 and 15% 
greenhouse ventilation. Dayan et al. (2004) built a representative model of a greenhouse for 
three vertical segments, horizontally oriented to the directions of energy and vapor transfer 
between the segments containing plants, considering the external weather. They concluded 
that Representative Plant Temperatures (RPTs) can be calculated instead of measured. Roy 
and Boulard (2005) developed a 3D CFD model for the characterization of climatic 
conditions in a greenhouse, incorporating five rows of ripe tomatoes as a porous medium 
where the buoyancy, heat and moisture transfer between the crop and air flow inside were 
considered. The heat and moisture transfer coefficients are deduced from the characteristics 
of the laminar boundary layer of the leaf, which are calculated with the velocity of flow in 
the crop. Khaoua et al. (2006) found that under external conditions of 1 ms“ air velocity and 
30° of temperature, wind speed at crops’ height varies according to the modalities of 
ventilation from the windward 0.1 and 0.5 ms- for the leeward side, while temperature 
differences ranged from 2.0 to 6.1 ° C. Ina study with tomatoes, Majdoubi et al. (2007) found 
that crop rows oriented perpendicular to air movement reduce the rate of airflow through 
the cultivation in a greenhouse by 50%. According to Baeza et al. (2008), a greenhouse with 
natural ventilation efficiency must combine an enough number of air changes to remove 
excess of heat, with good circulation of air through the crop. The effect of the crop was 
evaluated by Impron et al. (2007) using a sub-model to determine its effects on ventilation, 
the properties of the cover, and crop transpiration. In agreement with Kruger and Pretorius 
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(2007), the temperature and velocity at the plant level are influenced by the arrangement 
and number of windows. A study carried out by Sapounas et al. (2007) simulated a tomato 
crop as a porous medium, taking into account the addition of buoyancy to develop a model 
of the pressure drop of air flow due to the crop. The model depended on the area leaf stage 
of growth and cultivation, under the RANS turbulence model together with the RNG k-e 
turbulence model. The results, validated with experimental measurements obtained at 1.2 m 
inside the canopy; show that the evaporative cooling system is effective with numerical 
parameters, providing a useful tool to improve system efficiency. A study performed by 
Roy et al. (2008) on leaf level through an experimental setup based on Miinger cells 
measured the temperature, relative humidity and different heat flows to the leaves of 
soybeans, obtaining minimum stomatal resistance values ranging from 66 to 200 sm. 

Teitel et al. (2008b) built a small-scale model and found that wind direction significantly 
affects the ventilation rate and temperature distribution in crops. A study by von Elsner et 
al. (2008) on the effect of near-infrared (NIR) reflecting pigments in microclimate and plant 
growth found that a temperature drop up to 4 ° C in a young crop is the result of a 18% 
reduction in the transmission of global radiation in spring. At the same time, during the 
rainy season, minimizing transpiration differences in temperature and shading reduces 
water requirements in the plants, and they observed parthenocarpic fruit rot and yield- 
reducing crop. In a tunnel-type greenhouse, a tomato crop was modeled by Bartzanas et al. 
(2008) by designing a porous medium, where they emphasize the influence of the heating 
system on greenhouse microclimate. The climatic behavior of the rows of the tomato crop is 
taken into account using external user defined functions (Baxevanou ef al., 2007). According 
to Majdoubi et al. (2009), reorienting crop rows in simple ways improved climatic 
conditions. Endalew et al. (2009) performed CFD modeling of a plant with leaves and 
branches of the canopy, using turbulent energy equations in porous sub-domains created 
around the branches. Fidaros et al. (2010) simulated a greenhouse tomato crop as a porous 
medium so as to model radiation transport by discrete ordinates (DO). According to Teitel et 
al. (2010a), when applying the porous medium approach, the Forchheimer equation is often 
used, which gives rise to erroneous results with respect to the pressure drop through 
screens. An alternative way to calculate it through several panels of porous media used to 
simulate screens with realistic geometries. Moreover, the crop exerts a mechanical strain 
(drag force) on the flow just above but also interacts through the transpiration process with 
the temperature and humidity distributions (Bournet and Boulard, 2010). A simple model of 
transpiration of a crop was developed by Sun et al. (2010), who related it to the 
characteristics of ventilation in a greenhouse in eastern China, obtaining a good 
approximation. In general, there have been enormous efforts devoted to the analysis of 
ventilation in greenhouses (Norton, 2007); each new study provides new elements not only 
in the movement of air in the greenhouse but also in the forms it takes due to interactions 
occurring in the environment, such as position, shape and size of windows, and (one of the 
most important), the presence of a crop (Flores-Velazquez, 2010). 


3.11 Humidity 

Roy and Boulard (2005) simulated wind directions of 0 °, 45 ° and 90 ° with respect to the 
orientation of the greenhouse ridge to determine wind speed, temperature and humidity 
distributions inside the greenhouse, getting a good approximation for the humidity. In 
agreement with Demrati et al. (2007), models allow estimation, with better accuracy, of 
water requirements for a banana crop under cover and improved water saving in regions 
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where water is the main limiting factor for agriculture. Roy et al. (2008) studied moisture on 
the surface of leaves at low light levels; crop transpiration and air flow were integrated into 
a single parameter model of leaf stomatal response to air flow and radiation. Campen (2008) 
showed that climate through a ventilation system is more homogeneous and the control is 
more efficient than with the conventional method of steam extraction. Dehumidifiers and 
cooling reduce the overall difference in humidity between the middle and lower areas of a 
greenhouse, as demonstrated by Kim (2008) using a 3D model could identify the 
heterogeneous distribution of relative humidity in a greenhouse. According to Majdobi et al. 
(2009), an increase in air temperature precedes a more moderate increase in specific 
humidity. 


4. Main results of CFD models in greenhouses 


Many CFD studies are focused on defining the conditions for a suitable environment. There 
has been less work on automation and control variables. Investigations that seek for a 
greater understanding of the interactions among climatic variables are increasing. Studies 
such as those of Hooff, 2010; Teittel, 2010 and Fidaros, 2010, evaluating geometries, have 
increased in the last year. Figure 11 shows the frequency of climatic variables studied during 
the period from the year 2005 to 2009 in the studies of CFD models in greenhouses. 
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Fig. 11. Frequency of climatic variables analyzed by CFD models applied to greenhoses. 


Most studies show multi-variable relationships, of which temperature and air flow are 
predominant. Humidity has been linked to temperature, while there are still few COz 
distribution models. Solar radiation is the subject of investigations that evaluate housing, 
and is also related to the temperature in simulations with a greater degree of realism. 


Studies to determine the influence of windward and leeward wind direction indicate that 
roof vents are of great importance for air renewal, where aperture settings that maximize the 
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number of air renewals are obtained only with windows open to the windward roof 
(Bournet et al., 2007; Kacira, 2008 and Majdoui, 2009). However, the combination of openings 
to the windward and leeward sides homogenizes the temperature inside the greenhouse better 
(Bournet and Khaoua, 2007). There have been many studies to determine a kind of optimal 
geometric design of greenhouses that encourage improvements in weather conditions and the 
use of new technologies such as monitoring systems in real time, allowing improvements in 
automation using Web technology (Pontikakos, 2005). Other studies have focused on the 
evaluation of misting systems (Kim et al., 2007; Gazquez et al. 2008), forced ventilation (Dayan 
et al., 2004, Baeza et al., 2008 and Hughes and Abdul 2010) looking for energy savings. As 
simulation technology and computing power have improved, accuracy and realism in research 
based on CFD models, has increased as well, by defining more detailed models and by the use 
of textures that define the materials of the facilities. 

The use of insect-proof screens in commercial greenhouses is very important as a means of 
crop protection; even though they reduce natural ventilation, by this, there have been many 
research efforts to reduce its negative influence (Kittas et al., 2005; Harmanto et al., 2006; 
Majdoubi et al., 2007; Teitel et al., 2008a). These studies tested different designs in size of the 
box and tilt and determined the most affected areas within the greenhouse, where the use of 
porous media allowed its CFD simulation. 

Several studies have investigated the influence of solar radiation on temperature and 
relative humidity (Tablada et al., 2005; Impron et al., 2007, Tong et al., 2009), and the result in 
crop response (Baxevanou et al., 2007). Other studies evaluated the use of pigments (Elsner 
et al., 2008) taking into account the convection, and thermal gradients. 

Most of the recent studies developed 3D CFD models, some of which reported the use of 
models of turbulence and buoyancy, which appear more often during the past two years 
(Fidaros, 2010; Defraeye, 2010; Norton, 2010; Majdoubi, 2009). By taking into account 
turbulence, CDF models can make simulations more accurate, in turn increasing the 
processing and memory requirements for computing resources. Norton and Sun (2006) and 
Roy and Boulard (2005) discuss the importance of choosing the turbulence model that best 
meets the conditions of the study. Moreover, the concept of buoyancy appears frequently in 
order to incorporate the effects of growing space on the air flow and temperature gradients 
into the models (Figure 12). 

Many studies consider the growing space, some of which are designed to measure 
phenomena based on their influence on the development and crop yield. Other studies are 
focused on the influence of crops on the other elements, such as temperature, relative 
humidity, CO concentration and air flow, where it is necessary to model the space 
occupied by the crop by using porous media approach (Fidaros et al ., 2010). Other 
investigations measure biological phenomena such as_ evapotranspiration and 
Photosynthetically Active solar Radiation (PAR) by using indirect measures of climatic 
variables (Baxevanou, 2007; Sun, 2008). However, some studies do not mention an 
experimental phase aimed at validating the numerical model. In studies of air flow, the 
experimental methods mostly used are scaled models and unidirectional anemometry; the 
tracer gas technique is used less often, as well as three-dimensional anemometry, which is 
considerably more expensive. Studies that have used new methods to assess ventilation 
systems, such as those by Lu (2009), Molina (2010), Endalew (2009), van Henten (2008), 
Mikulka (2010) and Defraeye (2010), have been increasing in the past three years. The main 
question is the validation of these studies because they mainly concern to real scale 
greenhouses, whereas the measurements and characterizations have merely been done on 
scale models. 
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Fig. 12. Degree of realism and accuracy in the CFD models for greenhouse climate. 


CFD modeling is an area of knowledge that in recent years has developed enormously 
through the development of software and hardware, which has contributed to research on 
natural ventilation a greater understanding of the interactions between the variables that 
make up the climate inside greenhouses. In the past five years, CFD simulation has become 
increasingly realistic and detailed, obtaining more accurate solutions. However, their use 
requires depth and extensive knowledge of climatic variables, fluid dynamics and 
turbulence. Simulating more accurately requires more processing power, so research tends 
to use CFD models together with other tools. Further studies are required to incorporate 
more realistic crops beyond a porous medium, taking into account the role of gas exchange, 
which is necessary for an understanding of the physiology and phenology of crops. There is 
still a need to develop high-precision systems in greenhouses, and CFD is a powerful tool 
for defining parameters with high precision, in order to control better the greenhouse 
environment. 


5. Validation procedures for CFD models of greenhouse environment 


5.1 Models and experimental validation 

According to Sase (2006), recent progresses in CFD techniques have accelerated a more 
detailed analysis of air movement in combination with verification tests. However, studies 
in this area are required in order to address the detailed design of each element involved in 
the greenhouse climate, highlighting the difficulty involved in the analysis of air movement 
inside a greenhouse (Flores-Velazquez, 2010). The quality of the CFD models predictions is 
often evaluated from the agreement with experimental data. Nevertheless, no standard 
procedure exists yet in order to properly assess the accuracy of the simulations, and the type 
of comparison often differs from one study to the next (Bournet and Boulard, 2010). Figure 
13 summarizes the main approaches used in the recent past to validate the CFD models of 
the greenhouse environment. 
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Fig. 13. Frequency of validation procedures used in CFD models applied to greenhouses. 


The use of porous media models to simulate the pressure drop across flow boundaries, such 
as insect screens and fences, is very popular and must be validated experimentally. New 
technologies such as particle image velocimetry have worked properly to complement 
predictions; field solutions may include biological responses increasing the realism of the 
simulations (Norton et al., 2007). According to Rouboa and Monteiro (2007), improvements 
could be achieved by incorporating nighttime transpiration and optimizing the size of the 
mesh elements to lower computation time. Recent progress offers the opportunity to build a 
grid that fits the physical boundaries of the structures studied much more realistically than a 
Cartesian structured grid, which closely follow the contour of the solid boundaries. 
However, they require verification of the meshing quality to obtain accurate data and an 
appropriate computational convergence (Bournet and Boulard, 2010). 


5.2 Statistical models 

The statistical models developed by Pontikakos et al. (2006) are less computationally 
expensive than the original CFD model, and therefore, they could be used for real-time 
estimates of temperature and flow rate in a greenhouse. 


5.3 Model types 

In a small-scale model developed by Teitel et al. (2008b), wind direction significantly 
affected the ventilation rate and temperature distribution in crops. Chen et al. (2010) 
evaluated seven types of models (analytical, empirical, experimental small-scale, pilot-scale, 
multi-area network and CFD to predict the ventilation rate in crops, obtaining the following 
conclusions: 

a. The analysis of the model can give an overall assessment of a ventilation system if flow 

can be approximated to obtain a solution. 
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b. The empirical model has similar abilities to the model of analysis, but develops a 
database. 

c. The small-scale model can be useful to examine the complex problems of ventilation if a 
similarity of flow can be maintained between the model and reality. 

d. The large-scale model is the most reliable in predicting the efficiency of ventilation, but 
is expensive and time consuming. 

e. The multi-zone model is a useful tool for the design of the ventilation of an entire 
building, but cannot provide detailed flow information in a room. 

f. The zone model can be useful when a user has prior knowledge of the flow in a room. 

g. The CFD model provides more detailed information on the performance of ventilation 
and is the most sophisticated. 

However, the model must be validated by corresponding experimental data and the user 

must have depth knowledge of fluid mechanics and numerical technique. Therefore, the 

choice of an appropriate model depends on the problem to be solved. 


5.4 Finite Element vs. Finite Volume 

In a study by Molina et al. (2010), on the effectiveness of the Finite Element Method (FEM) 
and Finite Volume Method (FVM) for two-dimensional incompressible turbulent flow in 
ventilation rates, it was found that the FEM requires twice the computation time and 10 
times more memory storage than FVM. FVM software (ANSYS/FLUENT v 6.3.) is the most 
frequently used CFD package in ventilation research, and only few papers using FEM 
software (ANSYS/FLOTRAN v. 11.0) have been published. CFD simulations have been 
compared to experimental data for 12 cases corresponding to three greenhouse types. The 
experimental greenhouses were chosen to represent a large range of ventilation situations: 
buoyancy effect in a mono-span greenhouse with adiabatic walls, as well as buoyancy and 
wind effect in a multi-span greenhouse and ventilation. 


6. Looking into the future 


Advances in telecommunications such as wireless networking and Internet technology (TCP 
/ IP) facilitate the monitoring of environmental conditions in greenhouses. Pontikakos et al. 
(2005) designed a Web-based application for real-time predictive modeling of temperature 
and air velocity patterns, which consists of a user interface, interpolation process data 
generated by CFD and an output interface. 

A lighting systems model with different optical properties was developed by Mikulka et al. 
(2010) who shows various settings for the R-FEM method in the CFX environment. 

CFD ventilation space still tends to be a slow process today, while the computation time for 
the ventilation system and control simulation strategy is negligible. Sun and Wang (2010) 
found that the test method is more effective than the simplified numerical models, which 
require more powerful computers. Stavrakakis et al. (2010) concluded that Artificial Neural 
Networks coupled with CFD models are a powerful computational tool to evaluate the 
energy savings of various architectural designs. 

Currently, CFD studies that mainly considered natural ventilation, increasing the realism of 
simulations by adding features such as the modeling of the crop inside greenhouse. 
However, it is still necessary to model crop physiological processes such as respiration and 
transpiration that define the terms of CO and relative humidity mainly in crop space (De la 
Torre-Gea and Rico-Garcia, 2010). 
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1. Introduction 


This paper reports the results of design analyses of two Manned Braking Systems (MBS) 
entering the Mars atmosphere, with the aim of supporting design studies of a planetary 
entry system. Two lifting body configurations with rounded edge delta-like cross section 
have been analyzed. The preliminary aerodynamic and aerothermodynamic analyses have 
considered flight conditions compatible with a manned mission entering the Mars 
atmosphere. However, neither the mission architecture needed to reach Mars from Earth or 
neighbour Earth space, nor surface exploration have been addressed. 

All the design analyses have been performed at several levels. Indeed, vehicle aerodynamic 
assessment has been extensively addressed through simplified design approach as, e.g., 
hypersonic panel methods (HPM); then, a number of fully three-dimensional computational 
fluid dynamics (CFD) simulations, both with Euler and Navier-Stokes approximations, of 
the hypersonic flowfield past the entry vehicle have been performed. 

The results herein provided have been obtained for a Mars entry scenario compliant with an 
approach to the red planet both by direct planetary entry and entry after aerobraking 
(Polishchuk et al., 2006) (Viviani and Pezzella, 2009). These results may be used to provide 
numerical data for understanding requirements for the human exploration of Mars. 


2. Computational flowfield analysis 


CFD analyses have been performed to assess the aerothermal environment that the MBS 
experiments during descent, thus evaluating several surface loading distributions (e.g., 
pressure and heat flux). To this aim, several fully three-dimensional numerical 
computations, both for perfect and chemically reacting gas approximation, have been 
performed. 

The vehicle configurations, under investigation in this work, are shown in Fig. 1 These 
lifting bodies feature an aerodynamic configuration with a compact body about 8 [m] long 
with a rounded edge delta-like cross section (Hanley et al., 1964). A very preliminary 
internal layout for a crew of four astronauts is also reported in Fig. 1. 
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Z, (m) 


Fig. 1. Vehicle configurations with quotes. 


2.1 Freestream conditions 
The flight scenario considered so far is summarized in Table 1. They refer to entry 
conditions compatible with a vehicle entering the Mars atmosphere both from a hyperbolic 
orbit (HO), e.g., direct planetary entry, and an elliptic orbit (EO) e.g., planetary entry after 
aerobraking (Gupta et al., 1996). 


[-] [deg] |__[km] 


EO PH (Elliptic Orbit Peak Heating) 

HO PH (Hyperbolic Orbit Peak Heating) 
NCW (Non-Catalytic Wall) 

FCW (Fully Catalytic Wall) 


Table 1. CFD freestream conditions 


Therefore, thirteen CFD numerical simulations have been performed. As one can see, CFD 
computations (both Euler and Navier-Stokes) have been performed, both in trajectory-based 
and space-based design approaches (Hanley et al., 1964). Several Mach numbers and 
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different angles of attack (a) have been investigated and compared each other. The Fluent 
code together with user defined functions (UDFs), developed in order to simulate mixtures 
of gas in thermo-chemical non-equilibrium, have been used for CFD computations with a 
non-equilibrium chemical model suitable for Martian atmosphere (Gupta et al., 1996) (Mack 
et al., 2008) (Kustova et al., 2009). 

For the reacting gas computations, the Martian atmosphere has been considered as a 
mixture of 95.7% carbon-dioxide, 1.6% Argon and 2.7% nitrogen. The flow has been 
modelled as a reacting gas mixture of 9 species (Ar, CO2, Nz, O2, CO, NO, N, O, C) involved 
in the chemical reactions of Table 2 (Park et al., 1994) (Anderson, 1989). The reaction 
mechanism and the related chemical kinetics, taken into account in the present work, are 
summarized in Table 2, where M is the reacting partner (third body) that can be any of the 
nine reacting species of the gas mixture. 

Non-equilibrium computations have been performed since one of the most challenging 
problem facing the design of atmospheric entry vehicle is the phenomenon of “real gas 
behaviour”. At hypersonic speeds, the shock wave produced ahead of the vehicle suddenly 
elevates the gas temperature in the shock layer. So the gas thermal energy may be 
comparable with the energy associated with a whole range of gas chemical processes such 
as: molecular vibrational excitation; dissociation of atmospheric molecules into their atomic 
forms; formation of other chemical species through recombination reactions; and ionisation 
of both molecular and atomic species (Park et al., 1994). 


Reaction Third Body Ay Br f, 
M [cm'mol's"] [K] 
CO,+M—+CO+O+M | CO2,CO,N2,02,NO 6.9x107" -1.5 63275 
Ar 6.9x10"" 
CN,O 1.4x10” 
CO+M >C+0+M CO2,CO,N2,02,NO 2.3x10"" -1.0 129000 
Ar 2.3x10"" 
CN,O 3.4x10”" 
N,+M—>N+N+M CO2,CO,N2,02,NO 7.0x10”" -1.6 113200 
Ar 7.0x107! 
CN,O 3.0x10” 
O,+M >+0+0+M CO2,CO,N2,02,NO 2.0x10” -15 59750 
Ar 3.0x107! 
CN,O 3.0x10” 
NO+M—>N+0+M CO2,C,N,0,NO 1.1x10" 0.0 75500 
Ar 5.0x10'° 
CO,N2,02 5.0x10"° 
C.+M + C+C+M All 2.0x107! -1.5 59750 
NCO+M — CO+N+M All 6.3x10'° -0.5 24000 
NO+O>N+0, 8.4x10” 0.0 19450 
N,+O-> NO+N 6.4x10"7 -1.0 38370 
CO+0>C+0, 3.9x10"° -0.18 69200 
CO, +O >CO+0, 2.1x10" 0.00 27800 


Table 2. Reactions mechanism and rate parameters (Park et al., 1994). 
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Therefore, the gas mixture has to be considered in thermal and chemical non-equilibrium. 
Finally, the CFD analysis of the MBS have been preceded by a code validation phase 
performed considering the available numerical and experimental data for the Mars 
Pathfinder probe at entry peak heating conditions, as summarized in (Viviani et al., 2010) 
(Gnoffo et al., 1998) (Gnoffo et al., 1996) (Mitcheltree et al., 1995). 


2.2 Numerical results 
The aerodynamic analysis of MBS is shown in term of lift (CL), drag (Cp) and pitching 
moment (Coy) coefficients which are calculated according to Eq. (1) and Eq. (2), respectively. 


C= i i=L,D (1) 
= v2 § 
2 Px x ref 
Mj ; 
_ L¢ 5 
2 Px x ref “ref 


The reference parameters Lret (e.g., longitudinal reference length) and Srer (e.g., reference 
surface) are the vehicle length (e.g., 8 m) and planform area (e.g., 32 m2). The pitching 
moment is computed from the vehicle nose (i.e. 0, 0, 0). Engineering based aerodynamic 
analysis has been extensively performed by using a 3D Panel Methods code developed by 
CIRA, namely HPM (Viviani and Pezzella, 2009). This tool, at high supersonic and 
hypersonic speeds, is able to accomplish the aerodynamic and aerothermodynamic analyses 
of a complex re-entry vehicle configuration by using simplified approaches as local surface 
inclination methods and approximate boundary-layer methods, respectively. The SIM 
typical of hypersonics are based on Newtonian, Modified Newtonian, and Prandtl-Mayer 
theories (Anderson, 1989). Typical surface meshes of the MBS, used for the engineering level 
computations, are shown in Fig. 2. 


Fig. 2. Example of panel mesh for engineering-based aerodynamic analysis. 


MBS aerodynamic results, provided by engineering-based analysis, cover a ranging from 0 
to 50 deg. Present CFD computations for the MBS have been carried out on a 3-D multiblock 
structured grid close to that shown in Fig. 3. The grid consists of about 20 blocks and 900.000 
cells (half body). Both computational domains are tailored for the free-stream conditions of 
Table 1. The distribution of surface grid points has been dictated by the level of resolution 
desired in various areas of the vehicle such as the stagnation region and the base fillet one, 
according to the computational scopes. Fig. 3 shows also a close-up view of the 3-D mesh on 
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the vehicle surface and pitch plane. Grid refinement in strong gradient regions of flowfield 
has been made through a solution adaptive approach. 


Fig. 3. Example of computational mesh domains for Euler CFD simulations 


The preliminary results of CFD simulations performed so far are summarized hereinafter. 
For example, Fig. 6 shows the static temperature contours on the vehicle symmetry plane 
and static pressure contours on vehicle surface at M,,=20 and a=20 deg, considering the 
Mars atmosphere as a reacting gas mixture. As shown, the MBS bow shock structure around 


the descent vehicle can be appreciated as well. 


Static Temperature, (K) 
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Fig. 4. Results for M,,=20 and a=20 deg. (Left) static temperature field on vehicle symmetry 
plane; (right) static pressure contour on vehicle surface for non-equilibrium reacting gas 


At the same flight conditions, Fig. 5 reports on chemical dissociation of the flow in the shock 
layer considering the contours of CO2 mass fraction on MBS pitch plane. As a consequence, 
flow dissociation determines a large density ratio ¢ across the strong bow shock compared 
with a flow of the same gas where no dissociation takes place (Viviani and Pezzella, 2009) 
(Anderson, 1989). This results in a thinner shock layer around the entry vehicle (e.g., lower 


stand-off distance). 
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Under conditions where dissociation exists, the aerodynamics of vehicle depends 
primarily on shock density ratio. In fact, the change of aerodynamic characteristics is the 
result of change in surface pressure acting on the vehicle forebody (Gnoffo et al., 1998) 
(Viviani et al., 2010). 


Fig. 5. Results for M,.=20 and a=20 deg. Contours of CO2 mass fraction 


Moreover, Fig. 6 shows CFD results for M,,=21 and a=40 deg. The left side reports pressure 
coefficient contours (C,) on vehicle surface and on two cross sections; whereas on the right 
C, contours on vehicle surface and Mach number contours on three cross sections have been 
shown. 


M=21 AoA=40 deg 


SOSSOO == 
RBRSRERSRS 


Mach-no; 13 5 7 9 111315171921 


Fig. 6. Results for M,.=21 and a=40 deg. (Left) pressure coefficient contours (C,) on vehicle 
surface and on two cross sections; (right) C, contours on vehicle surface and Mach number 
contours on three cross sections 


The curves of lift and drag coefficients are shown in Fig. 7. Those curves collect MBS 
aerodynamic coefficients compared with available numerical data both for perfect gas and 
reacting gas approximations, reported in order to highlight accuracy of both numerical and 
engineering-based results (Viviani et al., 2010). 
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Fig. 7. C_ and Cp versus a. Comparison between panel methods and CFD results for perfect 
and reacting gas approximations. 


As one can see, engineering and numerical data compare very well, thus confirming that 
engineering-based estimations represent reliable preliminary aerodynamics of a Mars entry 
vehicle. Moreover, real gas effects increase the aerodynamic drag coefficient whereas the lift 
is only slightly influenced. 

As far as CFD results for the second configuration are concerned, Fig. 8 shows the Mach 
number contour field that takes place around the vehicle when it is flying at the peak 
heating conditions of entry by EO (e.g., M..=22, a=40 deg, and H=44.20 km). 

In particular, the left side of Fig. 8 shows the Mach contour field on the vehicle pitch plane 
while at the right side of Fig. 8 gives an idea of the bow shock shape that envelopes the 
vehicle since the Mach field is reported on three different flowfield cross sections. 

As shown, a thin shock layer envelopes the entry vehicle windside with a strong expansion 
that characterizes the flow at the end of the vehicle. 
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Fig. 8. Mach contours on the vehicle pitch plane and three flowfield cross sections at the 
EOPH conditions. 
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The CO mass fraction field around the vehicle for the same freestream conditions is shown 
in Fig. 9 where some streamtraces colored by Mach number are also reported. 


z 


Mach number,M 1 23 4 5 6 7 & 9 101112131415 16 1N{8 192021 


Fig. 9. CO mass fraction at the EOPH conditions on three cross sections with streamtraces 
colored by Mach number 


As shown the CO concentration reaches its maximum value close to the body. Fig. 10 shows 
the temperature comparison among non-equilibrium flow (right side of pilot) and perfect 
gas computation, evaluated at three flowfield cross sections (x=1.5 [m], 5.5 [m] and 9.5 [m]). 
It is clearly evident how real gas phenomena affect the vehicle shock layer, thus confirming 
all the conclusions highlighted before. 


Temperature. [K]; 500 2500 4500 6500 8500 10500 12500 14500 16500 


Fig. 10. Temperature comparison between non-equilibrium flow (right side of pilot) and 
perfect gas computation at x=1.5 [m], 5.5 [m] and 9.5 [m] flowfield cross sections 
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Finally, the curves of lift, drag, and pitching moment coefficients are shown in Fig. 11. 
Real gas effects increase both drag and pitching moment coefficients, whereas the lift is only 
slightly influenced. Vehicle aerodynamics is also summarized in the table of Fig. 11. 


Lift Coefficient Drag Coefficient 
06 5 0.9 
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0.8 —HPM 
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Fig. 11. Lift, Drag and pitching moment coefficients versus a. Comparison between panel 
methods and CFD results for perfect and non-equilibrium gas computations. 


3. Conclusion 


The paper deals with the flowfield analysis of two braking systems for manned exploration 
mission to Mars. 

A number of fully 3D Navier-Stokes and Euler CFD computations of the hypersonic 
flowfield past two lifting body vehicles have been performed for several freestream 
conditions of a proposed Mars entry loading environment. These evaluations have been 
aimed at carrying out only a preliminary design of the MBS configuration, in compliance 
with the Phase-A design level. 

The range between Mach 2 and Mach 26 has been analyzed, to provide both aerodynamic 
databases according to both the space-based and trajectory-based design approaches. 
Numerical results show that real gas effects increase both the aerodynamic drag and 
pitching moment coefficient, whereas the lift is only slightly influenced. 
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1. Introduction 


Accidents in closed-space traffic object do force for further investigation of a flow 
phenomena - that might be a consequence of such large-scale events. Benefit that almost 
directly would be coming out of this investigative approach is an optimal method for 
artificial ventilation, that must find mirroring in a annual statistics on covered roads[1, 2]. 

For such an investigative task, Computational Fluid Dynamics, the CFD offers ever stronger 
growing engineering tool. Once[3] passing through it’s first sophisticated developments|[4], 
the zone-model approach was not capable for solving the problems like those were treated 
by the field models for CFD-research. Generally, field-models are based on the full solution 
of the fundamental physical laws of energy-conservation, where the computational domain 
of explored large-scale phenomenon is divided in thousands of smaller control volumes; 
where mathematical mechanism after it’s discretization are “translated” into programme- 
steps for computer handling. Today[5, 6], the CFD-society enjoys this software-development 
that started in 1960-ies and was certainly followed by the hardware development between 
mid “80-s and mid “90-s. Together, this computational mechanism [7-11] both hardware and 
software, can cope with computational domains with few thousands cells offering very 
satisfying results [1, 12] were accomplished attempts are done in both validating and 
exploring area of CFD. Modern field-model codes engaged in CFD-research, supported by 
today’s powerful hardware, can cope with domains made out of several hundred thousands 
cells. Some computational codes[13] applied for tunnel-fires, are taking in account simple 
one-step chemistry for combustion modelling, and the reaction rate is won from a the eddy 
break-up mixing model[14]. This approach is suitable for turbulent diffusion flames as well 
- one of a characteristic of large-scale fires, where the rate of reaction is controlled by a 
mixing of fuel with oxidant (air). In such a step, solved would be (the time-averaged[15]), 
turbulence-modelled conservation-equations for mass, momentum, energy and species of 
combustion. The k-e turbulence model with extra source terms accounting for the effect of 
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buoyancy in turbulent mixing would be applied in such numerical approach. Similar 
principle[2] in those sophisticated software, one can find[16] in the closed set of coupled 
equations that are again discretised and solved onto a three-dimensional finite-volume 
Cartesian mesh. In the latest phases of on-going software development several general 
purpose computer-programs for analysis of fluid flow - were developed[17] - that can 
handle both steady and transient flows. Anyhow, all of these research attempts (after their 
validation[18]), can document a good capability of the numerical approaches used in 
investigative treating both the reactive flows as well as large-scale fluid flow - especially in 
enclosed traffic objects. 


2. Mathematical model 


(In several reports, proceedings and papers, there was “no time” to mention the mathematic 
and numerical mechanism - due to the characteristic of those publishing media. Now, the 
opportunity here n will be used for the presentation of involved mathematic tool). 

Applied explanation of the flow phenomena in the study[19] is explained by the Reynolds 
Averaged Navier-Stokes (RANS) equations, having turbulence treated by the k-e model[20], 
representing the major characteristic of the applied CFD-investigation-tool of the FLUENT; 
and handling the buoyancy by applying the Boussinesq approximation. This approach, is 
not affected by fluctuation of initial conditions, offering more accurate presentation of the 
time dependent flow - particularly the distribution of the gaseous combustion products[21]. 
Since the investigations in the observed underground-space facilities have shown that the 
Mach Number was varying in the tolerance of the order between 0.003 and 0.022; such a flow 
can be presumed as incompressible[22]. So assumed as incompressible, the fluid while 
crossing the reaction front, doesn’t undergo thermal-caused expansion and the reaction makes 
no impact onto flow-velocity. Further assumption, to have a planar propagation front of 
combustion in a motionless fluid, leads to the application of the Boussinesq approximation[23] 
without external forces[24]. Boussinesq buoyancy model is corresponding to the infinitely 
small difference of density between combusted fluid and fuel. Here, the flow velocity obeys 
the incompressible Navier-Stokes equation with a temperature-dependent force term[24]. The 
change of temperature 0<T <1 is described by an advection-reaction-diffusion equation. 
For this to-be-investigated incompressible gaseous reactive flow at low velocity, the 
governing equations of the combustion-induced flow read: 


Ov; 
= 20 (1) 
xj 
Ol 0,0; 7 OT; _ 
00; ( i) = 1 Op ; 1 i] g,aAT (2) 
ot Ox pox, Ox 


-+R(7) 6) 


Here, we recognise 0; , V; as average velocity components, T as averaged local temperature, 


p as density, t as time and x;,x; as space coordinates. The R(T) = 4 T (1 - T) stands for 
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reaction rate[24] where the reciprocal value of reaction time-scale is represented by 1/T and p 
is here again a constant average density. Temperature T will be used as expression for 
reaction-progress-variable as well, whose purpose is to distinguished burned, unburned and 
partially burned state, providing facile interpretation of flame propagation. The term —¢,aAT 
denotes buoyancy, treated according to the Boussinesq approximation, where AT is showing 
the difference between local and reference temperature. The symbol g denotes the gravity and 
a is coefficient of the thermal linear deformation. The model for the unknown Reynolds 
stress[25], 07;; , is related to the local strain rate: 

tj = (Ty )n + Cir (4) 


where we distinguish between Newtonean stress (7;)y = 2uS;: featuring molecular 
viscosity; and turbulent Reynolds stress (cj); =2u,5, featuring turbulent viscosity 
recognising again S;,as local strain stress rate reads: 


= . Ov; 
res cla ra 6) 
2\ Ox; Ox; 
k2 
Here we recognise the turbulent viscosity: fy =C,,— (6) 
é 


The applied k-e model[26] is a two-equation eddy viscosity model [27, 28] uses transport 
equations for these two variables[29]. One of these equations governs the distribution through 
the field of k, the local kinetic energy of the fluctuating motion. The other one is explaining a 
turbulence characteristic of different dimensions, the energy dissipation rate ¢ [30]. 


dk k? k? 5 
—-V-|C,—Vk |=C, —P,-é€-Aa,N 7 
ot f Se Agee waeD ”) 
06 k? é 2 
OL V {cEve] = C,kP, -F(CsAN + Cre) (8) 


The P,, the production term for the squared shear frequency is: 


Pp=s(|yvevv"|) 0) 


where vv +VV'|| is the 2-norm matrix. The constants are given: Cy = 0.126, C2 = 1.92, C, = 
0.09, C,= 0.07. The variable N denotes the Brunt-Vaisala frequency, with the N2, related 
following squared buoyancy: 


V, & Op 
N¢ = - 2 SF 
o Py Oz O°) 
Here is constant o, =1 and following expressions of eddy coefficients v,, 4, should include 


the stability parameters to account for the turbulence damping in the stratified fluid flows: 
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2 2 


eG ie eee a (11) 
é é 
0.108 + 0.0229ay, AZZ 7D) 
4 = y Sy = ( ) 
1+0.47ay + 0.0275ay 1+ +0.043ay, 
where 4, =10-¢and the following stability coefficients a and C3 can be expressed as: 
2 

C, =—0.4;N? >0 (13) 

C, =1;N* <0 


During these investigations, the wall shear stress was obtained from the logarithmic law of 

wall (“wall function”) for the distance from the wall, y, the von Karman constant «=0,41 and 
oo 

the constant C=9,793: fence (14) 
Gey v 

Energy transfer within the computational domain of such non-premixed turbulent flow in 

tunnel cavity is governed by next equation: 


OF LV .(SH)=V- AvH|+Q, (15) 
ot Cp 
where contribution to the energy budget, characterised through turbulent thermal 
conductivity y, is performed through the heat conduction and diffusion combined in term 


V {9 H| , accompanied by the heat-increase component Q,, due to the chemical reaction 
c 

p 
rate R of a species n and it’s molar mass M: 


Q;, = -» z n (16) 


In the governing energy equation is total enthalpy H based onto particular enthalpy of the 
nth species H, and it’s mass fraction Yn 


Hay vA (17) 


n 


with 


H, =h, +h° (18) 
having so species n characterised through it’s thermal capacity cpn and nt‘? enthalpy 


E 
h, = | Cyn@l with referent temperature T,,,=293,15K that makes an impact on the 


Trop 


formation enthalpy 1° (i ha ; 
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The radiative transfer equation (RTE) for an absorbing, emitting and scattering medium at 
the position 7 in the direction 5 reads: 


— 4 4n 
MOS) (a+ 0, )UF,8) = ax? + Ze f1g,890,3)aQ' (19) 
ds nm Ans 


The applied Discrete Ordinate approach for treating the radiation considers the RTE in the 
direction s as a field equation, allowing the modelling of non-gray radiation, using the gray- 
band model. So, for the spectral intensity I, (7,5) the RTE can be written as: 


An 
V -(L,(F,8)8) + (a; + 0,)1,(F,8) = ayx2Ipq + - | L.@5)@@,3) dQ! (20) 
a 
0 


Here is 7 a position vector and § a direction vector. I denotes the radiation intesity, i.e. 
radiation intensity I, for a certain wawe-lenght 2. The radiation intensity for the black 
body readsI,,. Scattering coefficient is represented by o, and Stefan-Bolzman-constant 
reads o =5.672x108W/m?K‘. ® stands for phase function, T is local temperature and x is 
refraction index. Path length is s and s'denotes direction vector. Q'stands for solid angle 
and ais absorption coefficient, i.e. absorption coefficient for a particular wave-length a, . 

So will the RTE be integrated over each wave-length-interval 1 resulting in transport 
equation for entity I,A , containing the radiant energy of the wave-length Ad. The total 
intensity I(r,s) in each direction § at some position 7 is computed as: 


I(#,8) = 11, n(F,8)AAy (21) 


The weighted-sum-of grey-gases model (WSGGM), that was applied in this study for 
handling the irradiance in the complicated phenomenon of the confined combustion[31] 
presents a reasonable compromise between the oversimplified grey gas model and a 
complete model which takes into account particular absorption bands. Within the Discrete 
Ordinate approach, where the soot generation[32] was described by the Magnussen 
model[28], the basic assumption of the WSGGM means that the emissivity E of the any nth 
gray gas characterised by psum, the sum of it’s partial pressures p and the absorption « 
within the computational domain over a distance d is presented by: 


E= . az, (T)(1— 2 Pam) (22) 
n=0 


Here a, ,, denotes the emissivity weighting factor for the nth gray gas and (tae?) is 


emissivity of the nth gray gas. The temperature dependence of a; ,,is commonly 
J 

approximated by the relation: fen= >, bet (23) 
n=1 


where polynomial coefficient b, ,,, depending on the gas temperature emissivity is obtained 


experimentally. The coefficients b; ,, and «,are slowly changing for broad range of the 
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pressure (0.001bar <p<10bar) and temperature (600K <T <2400K ) which simplifies 


J 
relation (22) to: E= > Ae nKnPsum (24) 
n=1 
J = 
for a= x Ap yK,yp 1 SS 10“*m and a= as) ; s=10*m (25) 
n=1 S 


The combustion - the chemistry development is explained by fast chemistry assumption 
including the prePDF [33] and in the ideal stoichiometric conditions the reaction runs as 
foolows: 


CrHyg +11(O, +3,76N ) Sires 7CO, + 8H,O + 41,36N, + AH (26) 


However, in a case of unfulfilled combustion, soot is influencing the radiation absorption. 
Employed generalised model estimates the effect of the soot onto the radiative heat transfer 
by determining an effective absorption coefficient for soot. In this case, absorption 
coefficient is a sum of the one for the pure gas a, and that one for the pure soot 4, : 


a,+a (27) 


A549 = Ss & 


The a, is obtained from presented WSGGM approach and 


a, = b,,,| 1+ bp (T — 2000) | (28) 


with b, = 1232,4™4 and b, =4,8-10% ve, where £,, denotes soot density. 


3. Numerical approach 


Discretizing the governing equations in both space and time[28, 34] while choosing the 
numerical method of the standard finite volumes [22, 34, 35], the CFD-tool is “adapted” for 
the time-dependent modelling of the explored event. The spatial discretization of time- 
dependent equations within here-employed segregated solution method are linearized in an 
implicit way. Since variables described the flow by their value at the centre of a single mesh- 
cell in explored computational domain, the system of linear equations occurs, containing 
mentioned unknown variable at the cell centre as well as their unknown values in 
neighbour cells. A scalar transport-equation within such method is also used to discretize 
the momentum equations; in the same mode for the pressure-field (if cell-face mass-fluxes 
were known). This applies for velocity-field as well. In case that the pressure-field and face 
mass fluxes are not known, applied commercial software of FLUENT [28] uses a co-located 
scheme, whereby the local values for pressure and velocity are stored at centres of a single 
mesh-cell. A need for interfacial values includes an application of an interpolation scheme to 
compute pressure and velocity out of mesh-cell values. The integration over the observed 
control-volume, where is a mesh-cell in a computational domain, can be performed yielding 
the discretised equation for the mass-flux through a control-surface - a mesh-face on the 
mentioned mesh-volume. Procedure of the segregated solver that follows as a mechanism in 
this research, the continuity equation, is used as an equation for pressure as well[28]. 
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However, the pressure does not appear for an incompressible flow in explicit way, since the 
density is not directly related to pressure. However, through the application of the SIMPLE- 
algorithm-family[34] during this investigation (within the commercial software package of 
FLUENT) the won values for pressure were introduced into the continuity equation and in 
this way supported the pressure-velocity coupling. This was done through the NITA- 
algorithm for the unsteady.. Further, the SIMPLE uses a relationship between velocity and 
pressure corrections to enforce mass conservation and to obtain the pressure field. So, 
executing these numerical steps, the equations can express the state for each other cell in the 
computational grid, the mesh. This will result in a set of algebraic equations with a 
coefficient-matrix. In this way the segregated solver is “updating” variable-field by 
considering all the cells of the domain in the same time, solving the governing equations 
sequentially (segregated one from another). What follows are the iterations of the solution- 
loop before one wins the converged solution. Subsequently, the next field of another 
variable will be solved by again considering entire cells at the same time, etc. Finally, 
determining of the boundary conditions relied on some previous done studies [19, 36] that 
were basis for the estimation. 


4. Objects of investigation - Two different tunnel-shapes 


Today’s major two shapes of the underground traffic (road) facilities that are having their 
cross-section as a “horse-shoe” and rectangular shape - we explored here. And according to 
the final use, these traffic covered object, were taken as very frequently used ones. 
Additionally, those tunnels (one, having bifurcation - is going under Slovenian Capital of 
Ljubljana, and another is situated in a curvy valley of the river Bosna, between Bosnian cities 
of Travnik and Zenica) are “offering” interesting geometry for a CFD-based investigation; 
such is air-movement and the movements of air-pollutants and other gaseous products (in 
accidental situations). 


4.1 The “Sentvid” tunnel 

As mentioned, the northern tube of tunnel “Sentvid” (undergoing the city of Ljubljana) was 
investigated with the CFD-approach, where the “chimney-effect” was expected (coming 
from bifurcated part of the elevating trek, which comes out, up to the city-streets) Although 
well performed acquisition of data during the 3,5MW-fire-experiment, Slovenian Road 
Administration (DARS) was not able and/or allowed to organize the test for longitudinal 
ventilation in case of 40MW-fire event. In this scenario, during it’s functioning, the artificial 
ventilation should response by the 24 minute, securing so the area of accident, by 
suppressing the temperatures that can provoke concrete-destruction. Therefore, a CFD- 
based approach towards this important question was here an optimal choice. Particularly 
because of the fact that the “Sentvid” tunnel is having a change from it’s rectangular cross- 
section’s shape (in it’s old part) into it’s new part that has “horse-shoe” shape of the cross- 
section (when one is “rising” from it’s western exit to Ljubljana). Further characteristic of 
this investigated north-tube is that the western exit (towards city of Kranj) is lying 
geodetically lower then it’s Entrance from Ljubljana. So is the natural air-flow always 
confronted with the traffic-flow which is always against it. 

Going about 50m in the north tube away from the interchange between the old-part of the 
“Sentvid” towards it’s new (“horse-shoe”-shaped) part - the presumed accidental fire-place 
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is situated. In order to produce thermal load of 40MW heat release, from the surface that 
corresponds to the dimensions of the used pan in the experiment (1m x 2m) the mass flux of 
the inflammable agent (the heptane) was set to 0.889kg/s (as same as during the CFD-based 
investigation of the artificial accidental fire-case. 

The northern tube of “Sentvid”, with the slope of 2,2 %, has two major main-curves with a 
Radius of 4000m and 1500m, where the “horse-shoe” cross-section determines the first 
1080m of the tunnel. Starting as a three-lane tunnel, after the bifurcation (on the 720t meter 
of its length, going from Ljubljana-entrance) the “main stream” of the tunnel “continues” as 
a two-lane traffic communication towards Kranj-exit; and the bifurcated “horse-shoe- 
shaped” tunnel-line elevates and exites to the point of about 12m above the road-level of the 
main tunnel-stream, with the length of a further 400m and a change from an one-lane to the 
two-lane “horse-shoe” cross-section. Therefore, the Aspect-Ratio changed in this tunnel: for 
three-lanes part Ap =1,707 to the rectangular and other horse-shoe-shaped part with two 
lanes with Ap = 1,32. Tunnel-entrance as open (pressure) boundary was used for initializing 
computational values for the velocity and pressure in the computational-domain since the 
global temperature was set to the 300K. The tunnel housing, tunnel road and tunnel walls, 
were presumed to be heat transparent. 


4.2 The “Vranduk” tunnel 

Another tunnel which was object of interest and it is in a well active use in the road- 
network through the Highlands of Bosnia and Herzegovina - is a motorway-tunnel of 
“Vranduk-2” that is binding two Bosnian cities of Travnik and Zenica. “Vranduk-2” was 
chosen because of the it’s geometry, made in the road-curve of radius of r=1000m after 
about 80m straight road through it, where it’s cross-section, in a shape of a “horse-shoe”, 
has an almost constant aspect ratio of (As=1.49). In it’s length of 1067m, the explored tube 
of “Vranduk-2” has a denivelation between geodetically higher, eastern entrance from 
Zenica-side downwards to exit at the Travnik-side of 8.37m. For this CFD-based 
investigation, the tunnel-entrance and -exit were characterised as open (pressure) 
boundaries. The drop i.e. increase of 1.48Pa at the entrance and tunnel-exit, respectively, 
as well as overall air-movement of 1.1m/s were used for initializing the values in 
computational domain for the velocity and pressure, since the global temperature was set 
to the 300K. The fuel “pool” - the simulated fire-place, has been determined by the 
constant max flux rate of 0,889kg/m/?s[37] having hydraulic diameter of 1,333m for a 
40MW-heptane fire[38]. The tunnel housing, tunnel road and tunnel walls as well, were 
presumed to be heat-transparent fences of the investigated “Vranduk-2” tunnel-tube; and 
this especially - because of the-type of the soil, where tunnel situated[39]. This decision 
was based on so-far research-experience, but also on the reality-oriented investigation on 
modern tunnel-construction, that obeys the thermal conductivity of a rock where through 
a tunnel would be built. Particularly for the “Vranduk-2” tunnel, that was built in the 
carstic area, in the Bosnian Highlands, the specific thermal conductivity of such rocks (A 
=2,3W/mK)[39, 54]. 


4.3 Computational domain 

The area in which the computation with applied mathematical model and subsequent 
performed numerical discretization, was the very volume, that can take a fluid (an air, or 
in case of accidental fire, the combustion gaseous products) i.e. the housing of the tunnel. 
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Therefore there are two computational domains to be distinguished: the “Sentvid” 
underground highway-facility that undergoes the Slovenian Capital of Ljubljana; and the 
“Vranduk-2” tunnel-tube - both of them as the traffic communications, very frequently 
used. 


4.3.1 The Slovenian tunnel 

While meshing the Slovenian tunnel, two kinds of grids (having two kind of characteristic 
basic cells) were applied. So, in the area of the domain where the major fluid-mechanic and 
thermodynamic occurrences are expected, the unstructured tetrahedral mesh was installed. 
In this part, where the pool with the mentioned fuel flux rate of 0,899kg/s is situated and 
the pool-surface temperature is 500K, a combined asymmetric mesh was employed. This 
mesh has different density, having characteristic cell size of 60mm up to 200mm from one 
side of the middle-plane of the Tunnel. Such approach was about to approve that the gained 
solution is mesh-independent. The other parts of the 1470m-long tunnel with alternating 
surface of the cross-section is meshed with unstructured penta-hedral mesh, following the 
explained general image of the asymmetric mesh. The entire computational domain is 
meshed with round 4.400.000 cells. 


PRL 
XL 


ddja; 

S cf si 

Gd fr, 
— ree 
~ | 


Gt 


Fig. 4.2.1-1. Both north and south tube of the Sentvid tunnel 


As mentioned, the tunnel-housing as well as the tunnel-road in the computational domain 
were defined as heat-transparent walls and fluid-domain is air with the ambient conditions 
and no movement. The entrance as well as the tunnel-exit, are defined as open-pressure 
boundaries. All of these facts were used for the initialisation. 
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Tunnel road and housing 
wall, non-adiabatic 


Domain: air 
v=0m/s T=300 K 
p=1013,25 hPa 


Mass flux rate 
0,889 kg /m?s 
Dhsomw=1,33m 
T=500 K 


Fig. 4.2.1-2. North tube of the “Stentvid” tunnel in computational domain 
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Fig. 4.2.1-3. Meshing - the near-bifurcation zone 
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4.3.2 The Bosnian tunnel 

The mesh of this computational domain is also determined by tetrahedral-, pentahedral- 
and hexahedral-cells of a random structure. In this case a denser grid was also applied in the 
area around the fire-pool, having so more grid-points to support the major fluid-mechanic 
and thermodynamic occurrences. Such unstructured mesh was installed in whole 
computational domain. However, the subsequent parts of the 1067m long tunnel with non- 
alternating cross-section, are also meshed with unstructured pentahedral and hexahedral 
cells in the explained way, having increased cells sizes from 400mm up to 800mm - as one 
gains on distance from fire pool, towards the tunnel-exit and entrance. The pool with the 
fuel had a flux-rate of 0,899kg/s as well, and the pool-surface temperature is set also to 
500K. Middle-plane of the Tunnel was going throughout the domain following the 
curvature of this cavity. 

The tunnel-housing and the tunnel-road were in the computational domain defined as non- 
adiabatic walls as well; and fluid-domain is air, with the ambient conditions and fluid- 
movement of 1,1m/s as natural draft. The entrance from the side of the city of Zenica as well 
as the tunnel-exit at the Travnik-side, are in this case also defined as open-pressure 
boundaries with the mentioned pressure-decrease i.e. pressure surplus of 1.48Pa. 


“Vranduk-2” exit / entrance 
open (pressure) boundaries 
Turbulence intensity 3% 


4,985,683 Cells 


Heat-transparent 
road, walls and ceiling in 
Tunnel “Vranduk-2” 


Fig. 4.2.2-1. The computational domain “Vranduk-2” 
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Unstructured mesh with 

tetrahedral, pentahedral and 

hexahedral cells Mass flux rate 
0,889 kg/m?s 
Dhsomw=1,33m 


T=500 K 


Initialing values 
v=1.1m/s T=300 K 
p=1013,25 hPa 


Fig. 4.2.2-2. The unstructured mesh in “Vranduk-2”, at one fourth of it’s length 


Fig. 4.2.2-3. “Vranduk-2”-exit towards city of Zenica meshed randomly - pentahedral cells 
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5. Discussion of the observed phenomena — Bosnian tunnel 


Although applied onto the scaled model in physical experiment, a well defining the 
phenomena of the confined accidental thermal load (while flame was impinging up to the 
tunnel-ceiling), was introduced by Kurioka et. al.[41] as well as the additional characteristic 
phenomenon of the “rolling”, when fire in enclosure[41] is “leaving” the original 
combustion-place. In this light it is to distinguish two major groups of the flame-shapes in 
enclosure: the ones, that impinge on the tunnel roof and the others that, influenced by the 
longitudinal air-stream, that do not. During the CFD-investigations of the large-scale flow 
phenomena, in both of the tunnels, one could recognise obviously the first ones, where such 
art of the large-scale flame could be cause for stronger damage on the Reinforced Concrete 
tunnel-construction. 


5.1 The “Sentvid” highway-tunnel 

The unwanted effect of the large-scale accidental fire can be noticed during the numerical 
experiment in the north tube of “Sentvid”, where in first simulated scenario, the 
employment of the longitudinal ventilation set was not foreseen. This built-in system should 
react by the 2"4 minute of such accidental thermal load, where until then the Reinforced- 
Concrete-Construction of a tunnel ought to withstand the thermal load. 
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Fig. 5.1-1. A view to a part of the computational domain for the north tube of the “Sentvid”- 
highway-tunnel. In right part of the sketch, “coming” from the East, one can notice the begin 
of the bifurcation zone, marked through the part of the grid, after which highway-exit-trek 
is rising right up to the surface and left part is “continuing” towards the West. At the very 
end of this highway-section, in this part of computational domain, the modelled fire-place 
was set. The artificial ventilation was not employed yet. 
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Fig. 5.1-2. “Standing” in the bifurcation zone of the north tube in “Sentvid”. After the 2nd 
minute, , the spreading of the volatile combustion products is not confronting with 
longitudinal ventilation and it is rising towards the higher geodetic position at the eastern 
tunnel-entrance is established, while the fire-place (in the bottom of this CFD-recorded 
moment) is forcing the hot gases to reach the western tunnel-exit. 
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Fig. 5.1-3. Observed computational domain in the north tube of the “Sentvid-highway-tunnel: 
On the iso-surfaces that present draft-velocity of 4m/s due to the ventilation towards western 
exit, as well as on the central plane, the back-layering phenomenon is to be noticed. Since the 
flow of the ventilated air is still not entirely established, the movement of the hot gaseous 
products in 224 second of accidental combustion is reaching the interchange between old and 
new tunnel-part - here made recognizable by the mesh-display of this tunnel-part (and just 
above it - although totally separated - is highway-tunnel-exit to the “surface”). 
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Having firstly no artificial ventilation, the surroundings in northern cavern of the “Sentvid”- 
tunnel in first 22s during the numerically performed investigation (with applied k-eé 
turbulence model) supported the expected phenomenon of natural buoyancy towards the 
higher geodetic position. However, the set draft into the computational domain, caused by 
mentioned artificial ventilation (and according to the real-case scenario, due to the traffic- 
flow in opposite direction) is providing that the axis of the flame is pushed away, down the 
tunnel-“slope”. This is because of the relative weak buoyancy, compared to the mentioned 
forced longitudinal air-movement[41]. As one moves further of the fire-source, towards the 
western tunnel-exit, the buoyancy gains on the strength due to the increased temperature, as 
we observe an impinging of the flame. 

The aim of the to-be-employed ventilation in such accidental event is not to contribute to the 
extinguishing, but to limit the unwanted thermal load of a 40MW-fire and to conquer the 
distribution of hot gaseous products and their negative impact. This urged occurrence can be 
noticed in record of the 88" second of numerical modelling on establishment of the accidental 
fire and propagation of it’s consequences (Figure 5.1-4), where one can notice additional 
agreement with the approaches in some physical simulations[42,46] as well. So, the flame 
and/or hot gas-current do not impinge on the tunnel ceiling, but (enveloped by the ventilation 
stream) are heading towards “Sentvid ’s” western (and geodetically lower) exit. The stream of 
the hot gases is losing the temperature through the convection-mechanism, the buoyant effect 
is becoming weaker and the damaging of the Reinforced-Concrete-Construction is limited. 
Although still present, back-layering along the ceiling is falling down since the gaseous 
combustion products are being mixed with the cooler fan-air (Fig. 5.1-4) However, the tunnel 
road remains under the unwanted impact of the thermal load. 
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Fig. 5.1-4. The CFD-record of the 88th second: on the iso-surfaces of the 4m/s-velocity- 
magnitude, displayed temperatures coming from the accidental fire-event are not to pose 
any threat to the RC-construction of the tunnel. The thermal energy, demonstrated to the 
surroundings by the convection and irradiance, is being transferred. However, the 
accidental thermal load is further-on negatively influencing the material of tunnel-road. 
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Additional size of the impact of longitudinal artificial ventilation offers a view of the fire-place 
(Fig 5.1-5) in the 120th second of this accidental-event. In this large-scale reactive flow - the 
mixing processes and the chemical reactions with their physical consequences are more 
expressed. So, on the central plane (that intersects the fire) with the established temperature- 
fields, one can notice the “hotspots”, occurred, due to the fluctuations in the combustion. This 
is to be understood as a constructive interference of the buoyancy with the longitudinal flow 
(towards the western lower geodetic position) - wherever the buoyant forces are stronger than 
convection of the fire plume and hot gas-stream, which is in the near-fire-area. These 
occurrences do present in this phase of the fire-development already a dangerous point for the 
construction of the tunnel body (Fig. 5.1-5). Further observation of the temperature-impact is 
holding however no proof for interaction between the cavern-curvature and the distribution of 
the large-scale fire consequences (Fig. 5.1-3, -4, -5) and combined plots of the temperature with 
velocity iso-surfaces did not point up to expected “chimney effect” due to the tunnel’s 
bifurcation and tube of the exit-trek. In it’s 120t second, the employed longitudinal ventilation 
has appear as successful enveloping of the large-scale-fire event and it’s negative consequences 
throughout the “Sentvid’s” north-cavern. 
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Fig. 5.1-5. The CFD-record of the 120t second: on the central plane that goes through the 
fire, displayed temperatures coming from the accidental-event are not to pose any threat to 
the RC-construction of the tunnel, since the fire-event is fully enveloped by the ventilated 
air-stream. The thermal energy, demonstrated to the surroundings, is being transferred into 
the air-flow. However, the accidental thermal load is further negatively influencing the 
material of the tunnel-road (here: a view towards the eastern entrance: far in the sketch in 
bifurcation zone. Above the fire-place, we see the tunnel exit) 


5.2 The “Vranduk-2” road-tunnel 

Situation in the cavern of “Vranduk-2” forecasted by the CFD-modelling, can be 
understood, up to the most important way, by the comparison of the simulated, developing 
fire-event of 4OMW thermal-power, in it’s 25th and 1194 second, during which, this non- 
premixed combustion was going on, firstly without any ventilation in the tunnel. Employed 
LES turbulence-model was capable of demonstrating the fire shape and since we had 
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confinement of this motorway-tunnel in both of the cases of CFD-based exploring - the 
temperature zones were also easily recognizable. So, the expected negative impact, we saw 
in “Sentvid” northern tube - was displayed in the “Vranduk-2” as well, pointing to the fact 
that even in the 25th second (in case of scenario with non-ventilated tunnel cavern) the 
temperature level, for the RC-construction to decay, was unfortunately easily reached. 
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Fig. 5.2-1. In spite of the “dominance” of the iso-surface of 1800-K it is obvious that the 
thermal load of up to 40MW, that comes from accidental-fire in “Vranduk-2”, will be 
negatively impacting the RC-construction (here: in the area of the fire-place, made visible by 
it’s mesh, looking at the tunnel-ceiling “from below”, we can see the eastern tunnel exit in 
far-part of the sketch) 
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Fig. 5.2-2. The iso-surfaces of the performed temperatures due to the simulated large-scale 
non-premixed combustion do discover in first 25 seconds spreading of the negative thermal 
impact, along the “Vranduk-2” ceiling and the escorting tunnel body (the light blue- 
greenish temperature-area is a limit for a start of RC-decay due to the exposure to the 
accidental thermal load of 850 K). Far in this sketch one can notice the eastern-exit towards 
the city of Zenica. The canyon of the river Bosna is on the left-hand side 
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Fig. 5.2-3. The CFD-plotted iso-surface for the temperature of 600K is showing the velocities 
of the gaseous combustion products, as their spreading was forecasted throughout the 
cavern of “Vranduk-2”. In spite of natural draft towards the geodetically higher positioned 
eastern exit (far at the bottom of the sketch) in the 119th second, the employed LES- 
turbulence model forecasted also the back-layering towards the western cavern-exit. 
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Contours of Static Temperature (k) (Time=1.1900e+02) 


Fig. 5.2-4. The central control plane is intersecting the fire-place and pointing at the 
temperature zones. The displayed mesh is bordering the zone where thermal load can cause 
concrete destruction. Far down in the sketch one can see the western tunnel-entrance. 


After 120s of modelling with CFD-tool on the scenario of a large-scale confined fire in 
“Vranduk-2” cavern - the artificial ventilation was employed. This forced air-flow was 
coming from the seven pairs of fans fixed to the ceiling along the tunnel-body, where each 
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of fourteen of them produced a longitudinal air-velocity of 39.1 m/s. As well as in case of 
“Sentvid” - also here is aim of such forced fluid-flow to envelope the existing non-premixed 
combustion (and it’s consequences) and limit the possible damages to the RC-construction. 
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Fig. 5.2-5. The highest CFD-forecasted temperature is displayed already in the 25th second 
(modelled with employed LES-turbulence approach). Due to the energy transferring 
mechanism of convection, the heat is transmitted to the tunnel-ceiling and the iso-surfaces 
are pointing to the temperature decrease towards the tunnel body 


Contours of Static Temperature (k) (Time=2.4050e+02) 
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Fig. 5.2-6. In the 2nd minute of the employed ventilation (as simulated scenario was 
suggesting) the large scale fire and it’s unwanted thermal load are suppressed 
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Fig. 5.2-7. The air-fans, looking towards the eastern exit of the “Vranduk-2” - And while the 
high temperature-zones of the fire were visible in first sketches, on the iso-surface for the 
10m/s, the displayed temperature-zone is fully enveloping the near-fire-place. The 
accidental thermal load (deep in the sketch) is carried away by the forced air-flow 
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Fig. 5.2-8. Looking deeper into zones of the longitudinal ventilation - here the velocity of the 
forced air-flow of 13m/s is displaying the enveloping of the thermal influence in the 120th 
second of artificial air-flow. Looking towards the western entrance of “Vranduk-2” one can 
notice (deep down in the sketch) the velocity zones (blue) that are surrounding the air-fan 
pairs and “coming” towards the fire-place. 


By performing this CFD-based study on covered traffic-objects of the given geometric 
characteristics within an existing road-infrastructure, the investigation on the accidental 
fire event was conducted according to the both planned scenarios of several 
experimental[33, 42, 44, 45] and computer aided[46-48] research[49, 50] research 
approaches. A “provocation” to conduct this research, was this specific geometry of the 
objects of interest, expecting new answers due to the possible impact of a reality-oriented 
traffic-enclosure (that was imbedded into a computational domain) onto this large-scale 
combustion and escorting occurrencesThe CFD-demonstration in this attempt, pointed 
that the geometric characteristic of explored tunnels was not “strong enough” to give 
major influence to the propagation of the combustion consequences in the first 120s of 
non-ventilated space - as well as in the case of 120s-long ventilation time of the 
mentioned caverns. However in the near-fire place one was able to notice the asymmetric 
distribution of the gaseous products in “Vranduk-2” motorway-tunnel, over the tunnels’ 
ceiling and temperature’s iso-surfaces. 

Giving the small mosaic-stone to the entire urge in the community; which is researching on 
large-scale confined fires, with the results of this research-attempt, it would be the intention 
of the presented study to address both the civil-engineering sector[51, 52] and enlarge data- 
base for the medical health-protection[53]. 
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1. Introduction 


The simulation of fluid flow in e.g. air channels, pipes, porous media and turbines has been 
the emphasis of many research projects and optimization processes in the academic and 
industrial community during the last years. A key advantage of the calculation of fluid flow 
through a given geometry when compared to the experimental determination is the efficient 
identification of disadvantages of the current state and the fast cycle of change in geometry 
and analysis of its effects. This saves time and costs and furthermore opens up new fields of 
research and development. There are, however, few drawbacks of the new optimisation and 
research methods. The numerically obtained results need validation before it can be stated 
whether they are correct or misrepresent the true state. In some cases, such as the 
optimisation of existing systems, the experience of the user may be sufficient to evaluate the 
calculated flow pattern. In the case of the prediction of flow in new geometries or process 
conditions, the numerical result can be validated only by measuring the flow pattern at 
representative process conditions (flow velocity, pressure, and temperature). For non- 
moving geometries, many measurements have been conducted in order to determine the 
flow behaviour in various geometries and for different process conditions. These 
measurements are readily available for the evaluation of new simulations. However, only 
little research has been conducted to evaluate the flow conditions in centrifuges, especially 
at high rotational speeds. The reason for the lack of experimental data lies in the difficult 
conditions for the measurement in the centrifugal field with high circumferential velocities 
and pressure gradients. For low rotational speeds, the flow patterns have been determined 
by an electrolytic technique (Glinka, 1983) and visualised by adding ink to the flowing 
liquid (Bass, 1959; 1959; 1962). 

The emphasis of the work presented is the evaluation of the efficiency of the acceleration 
geometry and the prediction of the axial flow profile in the centrifuge. In centrifugation 
technology, the prediction of the separation efficiency is often restricted to the cut size, the 
smallest particle size that can settle on the bowl wall at certain operating conditions. In a 
centrifuge, the highest velocities occur in tangential direction but, due to the throughput, a 
secondary flow in the axial direction appears. The tangential velocity creates the centrifugal 
force acting on the particles and the flow in the axial direction determines the residence time 
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of particles in the bowl. Thus it is necessary to know the flow patterns in a centrifuge in 
order to calculate its separation capability. Often the predicted cut size of a centrifuge 
diverges from the real separation efficiency due to the fact that the assumptions of the 
analytical models are not strictly valid for industrial process conditions. The deviation is 
caused by the complex shape and internal assemblies of industrial solid bowl centrifuges, 
which create complex flow patterns. Hence estimating these flow patterns, as well as 
measuring them, is complicated. 

In rotating machinery, the fluid flow is mostly turbulent, but in centrifuges the degree of 
turbulence is difficult to determine. Furthermore it may vary throughout the different zones 
of the geometry. For example, at the inlet of a continuous centrifuge, high shear rates and 
intensive mixing occur due to the high tangential velocity gradient. Hence a solver that 
incorporates equations to solve turbulent flow has to be used to obtain accurate predictions. 
Behind the inlet zone, the liquid flows undisturbed until the continuous phase leaves the 
centrifuge via an overflow weir or another discharge system. In this zone, the degree of 
turbulence depends on the geometry of the outlet system and the velocity gradients at the 
outlet. This example shows how complicated it is to gain the basis for the selection of an 
appropriate simulation method. Thus it is advisable to choose a model that is as precise as 
possible, but with an affordable computational demand. Various models have been 
developed to predict turbulent flow, but the codes were initially not designed to solve the 
Navier-Stokes equation in a rotating reference frame. Modifications were made over the 
years to include rotating systems and phenomena, e.g. the modified k-e model “k-e-RNG’”. 
Since then, only little work has been conducted to evaluate the accuracy of the various 
turbulence models when applied to centrifuges. The work presented compares several 
models such as the k-e RNG, the k-w, the Reynolds Stress Model (RSM) and the large-eddy 
simulation (LES) for predicting flow pattern in centrifuges. Furthermore the computational 
demand is evaluated and compared for different mesh sizes and types. The nomographs 
presented help to estimate the computational time for a given problem and computer 
system depending on the model and mesh. 

Since with increasing fill level the sediment interacts with the flow pattern and reduces the 
capacity of the centrifuge, the sediment build-up must be included in the calculation of the 
separation efficiency and the determination of the flow pattern for tubular centrifuges. For 
calculation of the settling particles, diverse approaches are available. In this study, a 
Lagrange formulation has been chosen for calculation of the particle trajectories. In order to 
investigate the sediment build-up, particle-particle interactions must be considered. For this 
purpose, it is appropriate to apply the Discrete Element Method (DEM) (Cundall & Strack, 
1979), originally developed for calculating the flow of bulk granular materials and then 
extended to the entire particle processing technology. This method accounts for particle- 
particle and particle-wall interactions by means of various contact models. However this 
method is limited because it does not account for hydrodynamic forces (drag, lift, torque), 
which play a vital role in e.g. centrifuges. Hence the simulation of the multiphase flow in 
centrifuges requires a coupling of the DEM with computational fluid dynamics (CFD). The 
flow pattern and particle trajectories must be calculated in an alternating scheme. First, the 
flow pattern is determined using CFD and afterwards, the motion of the particles is 
calculated using DEM adding the hydrodynamic forces to the contact forces. 

The advantage of the numerical simulation of the complex multiphase flow in centrifuges is 
that the flow, the particle trajectories and their deposition are represented accurately. It 
allows a detailed description of the flow and particle behaviour for various operating 
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conditions, which is of high importance for the design and optimization of centrifuges and 
other apparatus in solid-liquid separation. 

This work focuses on the prediction and validation of the results of flow patterns in solid 
bowl centrifuges of different kind. The centrifuges operate within a range of 1000 up to 
40000 rpm and with throughputs between 0.1 and 61/min. The article highlights the 
issues that will occur if flow behaviour has to be calculated in a rotating confinement 
using commercial software. Detailed results show the variation of the flow patterns 
achieved using different models and the possibilities to run a sanity check for the 
calculated flow pattern. 


2. Solid bowl centrifuges 


The centrifugal separation of particles in a suspension is one of the most common problems 
appearing in industrial processes such as waste water, mining and mineral processing, 
biotechnology, solid-fuel, pharmaceutical, chemical and food industry. Solid bowl 
centrifuges are widely used in the pharmaceutical and fine chemicals industry. The tubular 
bowl centrifuge has been providing the basis for all centrifuge designs. A scheme of a 
typical state of the art tubular bowl centrifuge is shown in Figure 1. 
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Fig. 1. Tubular bow] centrifuge (CEPA Z41G) 
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Starting with a rotating cylinder, modifications were made, leading to the disc stack 
centrifuge, screen scroll centrifuge and various other types. The basic design still has its 
applications. Due to the lean cylinder, high rotational speeds are possible. One of the first 
high speed centrifuges was the Sharples superfuge (Saunders, 1948; Taylor, 1946) that has 
been modified and adapted by various companies. Applications range from laboratory 
purposes to the production of pharmaceuticals in an industrial scale. New centrifuge 
designs were developed allowing the extension of the techniques to the industrial 
manufacture of new products such as vaccines (Anderson et al., 1969; Brantley et al., 1970; 
Perardi & Anderson, 1970; Perardi et al., 1969). The application of most high-speed centrifuges 
is limited by the solids capacity of the rotor. Due to the lean design, the solids capacity usually 
does not exceed a few kilograms. For most products that are processed in such centrifuges, the 
small capacity does not increase the production costs significantly because the value of the 
final product exceeds the cost of labour and machinery by an order of magnitude. This is the 
reason why most research has been conducted in the field of process optimization, e.g. in 
sterilisation, product recovery, and operator safety. Optimisation of the flow pattern in the 
tubular centrifuge has not yet been the focus of research. 

The advantages of this type of centrifuge are the high centrifugal numbers and the simple 
geometry as compared to e.g. disc stack centrifuges. Tubular bowl centrifuges reach 
centrifugal numbers up to 40000 g. Their stability is due to their relatively high length to 
diameter aspect ratio in the range of approximately 4 to 7. There are other types of solid 
bowl basket centrifuges with conical or tubular bowls but smaller length to diameter aspect 
ratios, usually below 0.75 (Leung, 1998) such as overflow centrifuges. Sometimes radial or 
vertical compartments as well as blades are included to improve the separation efficiency. 
Up to now, the flow pattern in existing centrifuges has been analysed and compared to 
some theories describing the fluid flow in rotating geometries (Glinka, 1983; Golovko, 1969; 
Gosele, 1968; 1974; Schaeflinger & Stibi, 1991; Schaeflinger, 1991; Trawinski, 1959). Using the 
determined axial flow pattern, the authors developed various analytical models for 
calculation of the cut size. Since it was not possible to measure or predict the tangential 
velocity, corrections were made to take into account insufficient tangential acceleration. 
These empirical corrections were often only valid for a specific centrifuge. 

Moreover, the cut size depends not only on the tangential and axial flow but also on the 
density difference Ap between the solids and the liquid, the viscosity of the suspension p 
and the geometry of the rotor as stated in Equation (1). The geometric parameters are the 
length of the rotor L, the radius of the overflow weir rweir and the radius of the bowl rpowt: 


18-p-v,, «In| “bowl 
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Ap: L 60 


x= (1) 
Modifications were made because the observed separation efficiency of the test rig often was 
not in good agreement with simple theoretical approaches. These modifications included 
certain levels of turbulence, boundary layer flow and inhomogeneous flow in the 
acceleration and discharge zones (Bass, 1959; 1959; 1962; Sokolow, 1971; Zubkov & Golovko, 
1968; 1969). The different flow patterns in centrifuges are explained in detail in Chapter 2.1. 
The assumption that the entire length L is available for the deposition of particles is only 
valid for an ideal tangential acceleration of the feed so that no turbulent inlet area is present 
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and a rotor without any settled particles that may interact with the flow pattern. In fact, the 
length L is reduced by up to 30 % due to the effects of the inlet. With increasing fill level, the 
sediment interacts with the flow pattern and reduces the free length L so that the cut size of 
the centrifuge increases (Spelter et al., 2010). Therefore the sediment build-up has to be 
included in the calculation of the separation efficiency and the determination of the flow 
pattern for tubular centrifuges. 


2.1 Flow pattern 

There are two limiting cases for the flow pattern in solid bowl centrifuges. Either the entire 
volume is passed by the feed or the main axial fluid flow takes place in a thin layer on top of 
a stagnant but rotating pool. The two different flow patterns are schematically shown in 
Figure 2. When a boundary layer flow is present, the geometric constant rpowi in Equation 1 
has to be replaced by the radius where the stagnant pool begins (tpoundary layer): 

When starting building centrifuges and evaluating the separation performance, it was 
assumed that the proportion of the volume in which significant axial fluid velocities occur, 
further referred to as active volume Vac or area Aac, is nearly as high as the entire volume of 
the centrifuge, Vac=100 % (Horanyi & Nemeth, 1971). Other researchers realised that the 
active volume of the centrifuge is significantly smaller than the capacity of the centrifuge 
(Vac<<100 %) and developed the boundary layer theory (Bass, 1959). Today, most 
researchers who work with solid bowl centrifuges support the boundary layer theory. 
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Fig. 2. Flow pattern in solid bowl centrifuges 


Recent studies by the authors have confirmed the validity of this theory for industrial solid 
bowl and tubular bowl centrifuges (Romani Fernandez & Nirschl, 2009; Spelter & Nirschl, 
2010; Spelter et al., 2010). Nevertheless it is important to pay attention to the acceleration 
geometry of the centrifuge and the influence of the settled particles on the flow pattern. In 
many centrifuges, the feed enters the rotor via a cone or a jet hitting a distributor plate. The 
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liquid is not accelerated to the tangential velocity of the pool surface and thus hits the 
surface with a certain velocity gradient. The rotating pool accelerates the incoming liquid to 
the angular velocity. The pressure gradient in the rotating liquid stabilises the flow pattern 
and reduces the mixing of the feed and the rotating pool in radial direction. Thus a 
stratification of the liquid in radial layers occurs from the inlet and the liquid flows axially at 
the liquid-gas interface in a boundary layer. The flow is eased by the reduced friction at the 
interface between liquid and gas. The flow pattern will be different if the liquid is not fed to 
the pool surface or if intensive mixing occurs at the inlet. This is the case for some tubular 
centrifuges, as long as no sediment is present. Figure 3 a) shows the inlet geometry of a 
tubular bowl centrifuge as it was used in previous studies. The metal structure accelerates 
the incoming liquid to a certain rotational speed and significant mixing of incoming and 
rotating liquid occurs. The rigid body rotation is reached after a few centimetres behind the 
inlet. Figure 3 b) shows the acceleration geometry after 5 minutes of centrifugation. The 
settled yeast cells block a significant section of the inlet geometry and thus impede intensive 
mixing and acceleration. This has been observed for various minerals and _ biological 
products (Stahl et al. 2008) and is detectable by measuring the residence time and 
separation efficiency in the centrifuge at different fill levels. The growth of the sediment will 
change the flow pattern significantly if it reaches the active area. This may not be the case 
for industrial scale solid bowl centrifuges but has to be included in the calculations of the 
separation efficiency in tubular bowl centrifuges. 


Fig. 3. Inlet geometry of tubular bowl centrifuge - a) empty rotor; b) with sediment after 5 
min of centrifugation at 15000 rpm; c) as “b” but at 40000 rpm 


2.2 Rotor geometry 

Other inlet systems have been analysed in a recent research project (Spelter, et al. 2011). The 
liquid is accelerated by rotating inlet pipes and the outlet of these pipes is below the pool 
surface. This minimises the lag of the tangential velocity of the incoming liquid significantly 
and the trapping of air in the fluid. This feeding system may be used in existing centrifuges 
in order to enhance the separation efficiency by reducing the axial section where the 
tangential velocity gradient reduces the effective centrifugal force on the settling particles. 
Figure 4 shows a simplified scheme of the rotor of the test rig. The test rig is operated with 
two different rotor setups. Either the centrifuge runs using both cylinders, further referred 
to as tandem setup, or without the inner glass cylinder, further referred to as overflow 
setup. The tandem setup is similar to the one applied in high-performance centrifuges used 
for the production of vaccines. In these centrifuges, the outer rotor is often made of titanium 
and the inner one of plastic, e.g. Noryl®. The liquid enters the cylinder halfway between 
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inner and outer cylinder at a radius of 42 mm at the top. The inlet is marked with an arrow 
and the height of the inlet is further referred to as H=0 mm. Both cylinders and the feed 
pipes rotate with the same revolutions per minute. There is no air in the system as the void 
is entirely filled with water. The liquid leaves the centrifuge at two outlet bores at a radius of 
36 mm. In the overflow setup, only the outer cylinder is used and thus an air core is present. 
The liquid leaves the centrifuge via the two outlet bores at 36 mm and via two additional 
outlet bores at a radius of 30 mm, which adjust the minimum pool level. The two bores at 
36 mm can be sealed. The height of the outlet is at H=170 mm, the overall length of the 
cylinder is 200 mm. 

Depending on the pressure drop at the outlet bores, the water level rises above the radius of 
the weir. The superelevation is the equilibrium of pressure drop, rotational speed and 
throughput. With higher rotational speed and lower throughput the elevation is close to 
zero. With increasing throughput and lower rotational speeds, the centrifuge can be entirely 
filled. In the test rig, the maximum elevation is limited by a bore (radius 12.5 mm) that is 
necessary for the measurement of the flow pattern with Laser Doppler Anemometry 
(Spelter, et al. 2011). Once this radius is reached by the liquid, it overflows the circular weir 
without hindrance. 


Fig. 4. Simplified scheme of the setups of the centrifuge test rig - outer rotor made of carbon 
fibre reinforced plastic, inner one made of tempered glass - a) additional outlet for overflow 
setup; b) outlet for tandem setup 


3. Mathematical formulation of the fluid 

To describe the flow pattern, it is necessary to determine the velocity components in all of 
the spatial directions considered as well as the pressure and, in the case of compressible 
flow, the density at any time and position in the domain. This chapter summarizes the 
mathematical methodology used to calculate these parameters. 

The conservation equations of the fluid mechanics, conservation of mass, momentum and 
energy, can be obtained by means of a balance around an infinitesimally small fluid 
element. The continuity equation, which is derived from the mass conservation, describes 
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the temporal change of mass in the volume element as the net rate of flow mass into the 
element across its boundaries. In the case of the incompressible flow considered here, the 
continuity equation simplifies to 


V-¥=0. (2) 


In an analogous way, the momentum equation can be determined based on the conservation 
of momentum in all of the spatial directions considered. Newton’s second law states that the 
rate of change of momentum of a fluid element equals the sum of the forces acting on the 
volume element. These forces can be surface forces, such as viscous forces and shear and 
normal stresses, or mass forces, such as gravity and centrifugal forces. For incompressible 
and Newtonian fluids in turbulent regime, the resulting momentum conservation equation 
follows to be 


pS +(-¥)7)- VptpV20+V-1,+F (3) 
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where t represents the tensor of turbulences and F other additional forces that can be 
included expressed as volumetric forces. All terms from Equation (3), the Reynolds- 
averaged Navier-Stokes equation (RANS), are discretized and calculated for each volume 
cell with the exception of t, which is modelled. The RANS equation together with the 
continuity equation form an equation system of four differential equations with four 
unknown variables, the flow velocities u, v, w in x, y and z direction, respectively and the 
pressure p, which can be numerically calculated. This equation will be used for simulation 
of the centrifugal flow when only one phase is considered. For the cases where the liquid 
pool rotates around an air core, a multiphase approach must be used in order to simulate 
both, the air and the liquid. The presence of solid particles is ignored for flow simulation 
purposes, which is an acceptable assumption for low solid concentrations of the 
suspensions, as is the case in the present study. 


3.1 Two-phase approach 

The Volume of Fluid method (VOF) (Hirt & Nichols, 1981) is an interface tracking method 
that simulates the gas-liquid multiphase flow. This method is a simple and efficient 
formulation designed to track the interface of two phases that do not interpenetrate with a 
relatively small number of interfaces. Hence it is often used to simulate the gas-liquid 
multiphase flow in industrial devices (Brennan, 2003; Brennan et al., 2007; Li et al., 1999; 
Mousavian & Najafi, 2009). VOF introduces a variable a which takes values from zero to one 
and represents the volume fraction of one of the phases in each cell. A continuity 
conservation equation is solved for each phase 


5 MsPa}t¥ (aypgta)=0 (4) 


Furthermore the volume fraction of each phase a, in any cell has to obey 


Ya, =1. (5) 
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Using the VOF method, a single momentum equation, the Reynolds-averaged Navier-Stokes 
equation, is solved throughout the domain, and the resulting velocity field is shared among 
the phases. The dependency on the volume fraction is implemented by using volume- 
averaged values for the density p and viscosity {1 , as explained in Equations 6 - 8. 


A{ Sv] - VptpVv+V-t, +F (6) 
P= 2 Oy Pg (7) 

q=l1 
B= Dota Hg (8) 


3.2 Turbulence models 
Due to high velocities and complex flow areas, most of the flow patterns of interest in 
process engineering, aviation, and automotive engineering become unstable above certain 
Reynolds numbers and, thus turbulences emerge. Turbulent eddies appear at very 
different time and length scales and are always three-dimensional. The kinetic energy 
stored in the rotational movement of the large eddies is passed to smaller eddies, until 
they disappear by energy dissipation. A turbulent flow is characterized by a chaotic and 
random fluctuation of the flow properties velocity and pressure. The conservation 
equations are able to capture the physics of the fluctuation motion, but in order to solve 
all the vortex structures of a turbulent flow, an extremely fine grid and very small time 
steps would be necessary. The memory and the computing power required for the so- 
called Direct Numerical Simulation (DNS) can only be provided by supercomputers. For 
that reason, turbulence is usually modelled with different mathematical approaches. A 
large-eddy simulation (LES) performs a filtering of the fluctuating flow quantities. The 
small eddies have a common behaviour and are nearly isotropic, while large eddies are 
more anisotropic and their behaviour is strongly influenced by the geometry of the 
domain, the boundary conditions and the body forces. Thus larger eddies are directly 
calculated, while fine structures are modelled. As a result, the computational demand 
decreases regarding to the DNS but it is nonetheless high in comparison with the 
approaches modelling all the turbulence scales. 
The flow variables can be represented as the sum of a time-averaged size and an additional 
fluctuation: 

u=utu; v=Viv; w=wtw; p=p+p'. (9) 
The substitution of these expressions in the momentum conservation equation for 
incompressible flows and the subsequent temporal averaging yield to the Reynolds- 
averaged conservation equations. In the modified continuity equation, the velocity 
component is just replaced by the time-averaged variable. In the Reynolds-averaged Navier- 
Stokes equation (RANS), the fluctuation velocities appear in an additional tensor, the 
Reynolds stresses tensor Tt: 


106 Applied Computational Fluid Dynamics 


uu uv uw' 


Tt =-pi vu viv’ viw' |. (10) 


wu w'vy' wiw' 


The description of a turbulent flow with the RANS equation requires modelling of these 
tensor terms. The most complex classical turbulence model is the Reynolds Stress Model, 
RSM, (Launder et al., 1975), which uses transport equations to model each of the elements of 
the stress tensor and in addition an equation for the dissipation rate of the turbulences. This 
means that five additional transport equations are required in two-dimensional flows and 
seven in three-dimensional flow. This way, the directional effects of the Reynolds stress field 
can be taken into account. This model is recommended for flows with complex strain fields, 
such as highly swirling flows, or significant body forces. However, the computational cost of 
RSM is often unaffordable. 
An effective method to reduce the modelling effort is to apply the Boussinesq approach, 
Equation (11). This approach introduces the eddy viscosity or turbulent viscosity p44, which 
represents the momentum and energy transport by diffusion by the eddies or turbulent 
fluctuations. Thus the Reynolds stresses can be calculated as the viscous stresses and only 
this new variable ,; must be modelled. 

pW =-pva=p, [So] (11) 

Oy Ox 

One of the most common turbulence models for the determination of ji; is the k-e model 
(Launder & Spalding, 1974). This model introduces two variables to calculate i, the 
turbulent kinetic energy k, and its dissipation rate e: 


2 

Hy = pC, ~ , (12) 
where C, represents a semi-empirical dimensionless constant. The temporal and spatial 
changes of both variables are described with a transport equation which includes not just 
the convection and diffusion but also the creation of turbulence and its dissipation by using 
several source and sink terms. This advantage justifies the additional expense of the 
transport equation turbulence models compared to algebraic turbulence models, which 
presume that the turbulence only depends on local conditions. The disadvantage of the k-e 
model is that it assumes the turbulences to be isotropic, which is not strictly true in most of 
the flows. This model, well established and most widely validated, has already been used to 
simulate the flow in cyclones and centrifuges; although in its development this model 
assumes a fully turbulent flow, which is only partially applicable to centrifuges. 
The k-e renormalization group model, k-e RNG, (Yakhot & Orszag, 1986) is an extension of 
the standard k-e model that takes into account the effect of swirl on the turbulence by means 
of an extra source term in the transport equations. Thus the k-e RNG model exhibits a higher 
accuracy for swirling flows. The RNG procedure systematically removes the small scales of 
motion from the governing equations by expressing their effects in terms of larger scale 
motions and a modified viscosity (Versteeg & Malalasekera, 2007). While the standard k- € 
model is appropriate for high-Reynolds-number flows, the RNG theory accounts for low- 
Reynolds-number effects. Thus this model is more reliable for a wider class of flows than the 
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standard k-e model. The k-e RNG model has been succeeding for previous simulations of 
the flow in centrifuges by other groups and in our own research group (Romani Fernandez 
& Nirschl, 2009; Spelter & Nirschl, 2010). 

The k-@ model (Wilcox, 1988), like the k-e model, uses two equations to describe turbulence. 
Instead of the dissipation rate e, the specific dissipation or turbulent frequency o=k/e is 
introduced in this model. The turbulent viscosity is then given by Equation (13). The 
accuracy of the model depends on the undisturbed velocity of the fluid outside the 
boundary layer which is subject to large fluctuations. This dependence can lead to 
significant errors in the calculation (Bardina et al., 1997). Due to the strong dissipation of the 
turbulence on the wall, no special treatment of the boundary layer at the wall is necessary. 
This feature is desired for the exact calculation of the flow near the wall. 


k 
H, =p— (13) 
(o) 


Comparing the turbulence models, the k-w model, as a two-equation model, has a similar 
range of strengths and weaknesses as the k- e model. RSM is complex, but it is generally 
accepted as the simplest kind of model with the potential to describe all mean flow 
properties and Reynolds stresses without case-by-case adjustment. RSM is by no means as 
comprehensively validated as the k-e model and due to the high computational cost it is 
not as widely used in industrial flow simulations as the k-e model. LES, due to the 
inherent unsteady nature, is much more computationally expensive than the k-e and k-o 
models. However, compared to RSM it was proved that it requires only twice the 
computational demand of RSM (Ferziger, 1977) as cited in (Versteeg & Malalasekera, 
2007). This is not a big difference taking into account the solution accuracy and the ability 
of LES to resolve certain time-dependent features. In order to investigate the applicability 
of the different turbulence models to the simulation of the flow pattern in centrifugal 
field, different approaches, the k-e RNG model, the k-@ model, the RSM, and the LES, 
were used in this work. 


3.3 Boundary conditions, discretization schemata and solver 

In order to simplify the simulation, the air is considered as an incompressible gas. This is a 
reasonable assumption for the operation conditions of atmospheric pressure and for a non- 
temperature dependent problem. The fluid is defined as an incompressible Newtonian one 
with the density and viscosity of water. 

The inlet velocity is set to match the desired volume flux. Using a turbulence model, also the 
turbulence quantities of the inlet flow must be specified. The input of fixed values for k and 
é or k and @ are difficult to estimate. Thus these parameters are usually obtained as a 
function of the turbulence intensity and a characteristic length which must be set at the 
boundaries (Paschedag, 2004). For the multiphase simulations, a value of one was given to 
the volume fraction of water at the inlet. A static pressure of 101325 Pa (1 atmosphere) is set 
as ambient condition for the outlet, defined as a pressure outlet. Sometimes, there is a 
backflow through the pressure outlet in order to obey the mass conservation. Therefore it is 
recommended to set realistic conditions for a possible backflow to avoid convergence 
problems. For the cases presented, only backflow of air is allowed. 

It is possible to reduce the computational demand by dividing the geometry into periodic 
sections. The flow pattern is calculated in one of these segments with periodic conditions at 
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the intersecting planes. The periodic surfaces were defined with a periodic boundary 
condition which uses the flow conditions at one of the periodic surfaces as its cells were the 
adjacent cells of the other periodic plane. The rotational periodicity must be taken into 
account and the rotation axis must be defined. Due to the rotational nature of the system, it 
is helpful to use a rotating reference frame to perform the calculations. The side and top 
walls of the bowl, as well as the inlet accelerator, all defined with no-slip condition, rotate 
with the same angular velocity as the reference frame. 

Another problem emerging from the use of turbulence models is the treatment of 
turbulent quantities at the walls. Despite the turbulent flow, there always exists a laminar 
sublayer at the wall followed by a transient region until the flow can be considered as 
turbulent. A common approach is to create a first layer of cells next to the wall with a 
width including the entire viscous sublayer and the transition layer. In this layer, 
standard wall functions (Paschedag, 2004), most widely used for industrial flows, can be 
applied. The wall functions define values for the velocity field and the turbulent 
quantities suitable as boundary conditions for the solution in the second cells layer, where 
the turbulence is fully developed. This approach is particularly suitable for flows with 
larger spatial extent in which the thickness of the boundary layer at the wall is small 
compared to the extension of the whole domain. To choose the thickness of the first layer, 
the criterion of the y+ value (Equation 14) is often used. The value of y+ is a function of 
the first layer thickness y, the shear stress at the wall ty, and the physical properties of the 
fluid density p and viscosity p. Values of y*+ between 30 and 100 allow the use of standard 
wall functions. For details concerning the exact formulation of the y+ and standard wall 
functions, the reader is referred to (ANSYS, 2009) which is based on (Launder & Spalding, 
1974). 


+ PY |[Pul (14) 
u Vp 


The k-e model and the RSM need these wall functions in order to calculate the turbulent 
properties near the wall. The k-@ model does not require wall-damping functions, because 
the value of turbulence kinetic energy at the wall is set to zero and for the turbulent 
frequency a hyperbolic variation at the near-wall grid point is applied (Wilcox, 1988). 

The discretization schema used for the velocity and the turbulent variables is set to first- 
order upwind, due to the convective nature of the flow in centrifugal field and to avoid 
convergence problems. For the volume fraction, the Geo-Reconstruct method (ANSYS, 
2006) is applied in order to obtain a sharp interface between both phases. For the interface 
between two fluids, this method assumes a linear slope, which is calculated with a 
piecewise linear approach. The variable pressure was discretized with the PRESTO! 
(PREssure STaggering Option) scheme recommended for high speed rotating flows 
(ANSYS, 2009). If velocities and pressure values are both defined at the centres of the 
cells, a highly non-uniform pressure field can act like a uniform field in the discretized 
momentum equations (Versteeg & Malalasekera, 2007). A solution to this problem is to 
use a staggered grid to calculate the pressure via a discrete continuity balance. In the 
staggered grid, the values of pressure in the centre are known and these are the values at 
the interfaces in the normal grid. 

The temporal discretization of the transport properties was performed using a first-order 
implicit method. However, using the VOF model, the time step for the variable volume 
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fraction is refined with respect to the general time step based on the maximal Courant 
number allowed for this variable. The Courant number, also called Courant-Froudel-Lewy 
number (CFL), Equation 15, is a dimensionless number that compares the time step of the 
calculation to the characteristic time needed by a fluid element to cross a cell. In some 
explicit time discretization methods, the criterion CFL<1 (Oertel & Laurien, 2003) is imposed 
to achieve stability in the numerical calculation. An explicit schema limited by a Courant 
number of 0.25 was applied for the volume fraction. 


a ee (15) 
AX cet /V; 


The simulations were performed with the commercial software ANSYS FLUENT with the 
versions 6.3.26, 12.0.16, 12.1.2 and 13.0, which are comparable. An overview of the type of 
solver used by ANSYS can be found in (Kelecy, 2008). The solver used is an unsteady, 
segregated pressure-based solver. The segregated pressure-based algorithm solves the 
conservation equations sequentially. Because these equations are coupled, the solution loop 
must be carried out iteratively in order to obtain a converged numerical solution. Pressure 
and velocity were coupled either with the SIMPLE algorithm, Semi-Implicit Method for 
Pressure Linked Equations, or with the PISO schema, which stands for Pressure Implicit 
with Splitting of Operators and is available for unsteady calculations. The PISO pressure- 
velocity coupling algorithm has one predictor step and two corrector steps, extending the 
pressure correction procedure of the commonly used SIMPLE algorithm with a further 
corrector step (Versteeg & Malalasekera, 2007). The SIMPLE algorithm is a guess-and- 
correct procedure which uses a Poisson’s equation, developed from the continuity 
condition, for the pressure correction. 


4. Simulated flow in solid bowl centrifuges 


The previously published simulations of a tubular bowl centrifuge were carried out two- 
dimensionally (Spelter & Nirschl, 2010); hence it was not possible to include the real 
acceleration geometry in the model. For the work presented, all simulations were run three- 
dimensionally, including the acceleration and discharge geometry, and were compared with 
experimental data. The flow pattern was predicted for a tubular bowl centrifuge with a 
feeding system similar to the one used in a recent published work (Spelter, et al. 2011). The 
experimental data has been obtained by Laser Doppler Anemometry, a non-invasive 
technique for the determination of flow velocities. 


4.1 Prediction of the flow pattern (k-e RNG model, transient solution) - tandem setup 

Figure 5 shows the tangential velocity profiles for four different rotational speeds at a 
constant throughput of 11/min. There is no significant deviation between the predicted 
tangential velocity and the rigid body rotation (RBR). The measurement of the tangential 
velocity for various rotational speeds and throughputs at different heights was in good 
agreement with the rigid body rotation as well (Spelter, et al. 2011). Thus it can be stated 
that the simulation is in good agreement with the experimentally determined tangential 
velocity profiles. Therefore it is possible to optimise existing acceleration geometries by 
using a feeding system similar to the one proposed. By calculating the present state and 
modifying the geometry, the changes in the acceleration efficiency can be evaluated by 
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means of CFD. Furthermore the calculation will help in the case of a scale-up of the 
centrifuge. The acceleration efficiency and the shear in the feed zone can be calculated 
before a pilot machine or a full scale centrifuge is built. With the knowledge of the flow 
behaviour, the geometry can be optimised, leading to an improved apparatus with less cost 
in development and testing. 
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Fig. 5. Comparison of calculated tangential velocity and rigid body rotation, 1 1/min 


The tangential velocity of the fluid creates a pressure in the cylinder in addition to the 
stress in the rotor created by the rotating cylinder itself. For the case that the rotor is 
designed as an ideal cylinder, the pressure distribution and thus the tensile stress can be 
calculated analytically (Sokolow, 1971; Stahl, 2004). However in many industrial 
centrifuges, the rotor has a non-cylindrical shape. For these designs, the stress in the rotor 
is determined via finite element methods (FEM), but the arbitrary load by the rotating 
liquid has to be calculated separately. The geometry of the rotor can be imported from 
various CAD programs such as ProEngineer, Autodesk Inventor, Catia, etc.. The pressure 
on the different planes in the bowl is then accessible by calculating the pressure 
distribution for the highest rotational speed that occurs in the centrifuge. The combination 
of FEM and CFD leads to a complete virtual development and saves time and costs. The 
simulations will never substitute completely experimental evaluation of the separation 
efficiency and mechanical integrity of the centrifuge, but the scale-up factor may be 
significantly increased. The predicted pressure distributions in the cylinder are shown in 
Figure 6 for 9000 rpm (a) and for a range of rotational speeds in (b). The outlet is located 
at the top end of the cylinder. The predicted pressures in Figure 6 b) are compared with 
the analytically calculated pressure distribution for the different rotational speeds. All 
values are given in bar. 
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The gauge pressure must be taken into account for dimensioning the rotor. Furthermore it is 
possible to increase the density of the liquid to model the arbitrary load of a sediment on the 
bowl wall. 
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Fig. 6. Pressure distribution, all values in bar: a) 9000 rpm, pressure b) 1000-14000 rpm and 
comparison to analytical values 
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The axial velocity profiles are displayed as contour plots in Figure 7 for 1000 rpm (a) and 
3000 rpm (b) at a constant throughput of 1 1/ min. The inlet is located at the bottom while the 
liquid leaves the centrifuge at the top. The incoming liquid enters the centrifuge as a jet that 
does not widen up significantly towards the outlet. At 1000 rpm, the main axial flow takes 
place at a small circular cross-section that is not displaced in angular direction on the path 
towards the outlet bores. With increasing rotational speed, a small angular displacement of 
the axial flow path is predicted, as shown in Figure 7 b). This effect has been observed by 
Laser Doppler Anemometry as well. 
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Fig. 7. Axial velocity in m/s, throughput 1 1/min: a) 1000 rpm b) 3000 rpm 
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However, the predicted axial flow pattern does not depict the experimentally determined 
flow behaviour accurately. It has been observed that the inlet jet widens within the first 
30 % of the rotor (Spelter, et al. 2011) until a parabolic profile is developed that is 
distributed over the whole circumference. The predicted axial flow profile close to the 
inlet is in good agreement with the experimental data but the change of flow pattern in 
direction of the angle of rotation is not correct. The axial flow profiles averaged over the 
length of the centrifuge between 1000 and 14000 rpm for two angles of rotation and a 
constant throughput of 11/min are shown in Figure 8. The standard deviation is plotted 
in both diagrams. The scatter of the data is very high for the angle where the inlet is 
located, which is 0°. The diagram on the right side of Figure 8 shows the axial flow 
profiles for an angle of rotation of +45° displacement to the inlet. There is no significant 
flow towards the exit of the rotor, only recirculating currents are predicted. The standard 
deviation of the data is small when compared to the angle of 0°. The origin of the high 
standard deviation of the data displayed in the diagram on the left in Figure 8 is caused 
by the change in flow pattern from the feed towards the liquid discharge. The radius of 
the inlet is higher than the radius of the outlet. Hence the main flow is shifted towards the 
rotational axis. These effects are displayed in Figure 9 for 1000 rpm (left) and 3000 rpm 
(right). 
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Fig. 8. Axial velocity, mean values from throughout the rotor: left: radius of inlet; right: 
angular position + 45° 


The maximum of the axial velocity is close behind the inlet (H=0mm) at a radius of 42 mm, 
which corresponds to the inlet radius. Towards the liquid discharge, the maximum shifts to 
a radius of 37mm, where the outlet pipes are located. The change in flow pattern is 
indicated by the arrows in Figure 9. This behaviour was detected for all rotational speeds 
and different throughputs. The changing flow profile explains the high standard deviation 
of the averaged profiles shown in the diagram on the left in Figure 8. 

The deviation between simulation and experimental data with respect to the flow profile 
over the full angle of rotation may be explained by the turbulent model used. The modelling 
does not calculate the turbulences in detail, but estimates the degree of turbulence and thus 
extenuates the fluctuations at the inlet and outlet. Furthermore the flow between inlet and 
outlet may not be entirely turbulent, as mentioned in the introduction. 
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Fig. 9. Axial velocity, radius of inlet for different distances from inlet: left: 1000 rpm; right: 
3000 rpm 


4.2 Comparison of different turbulence models 

It is presumed that the deviations between observed flow pattern and predicted flow 
behaviour are caused by the turbulence model used. Some authors already compared different 
models that simplify turbulent effects by correlation factors and additional equations like the 
k-e RNG model. They stated that the k-e RNG model is a reasonable compromise between 
computational demand and validity of the results (Wardle et al., 2006). Other authors relied on 
the more extensive Reynolds Stress Model (RSM) or the large-eddy simulation (LES) (Mainza 
et al., 2006; Wang & Yu, 2006). Nowakowski et al. reviewed the milestones in the application of 
computational fluid dynamics in hydrocyclones (Nowakowski et al., 2004). The most common 
models used are the k-e and recently the RSM and LES model. For the evaluation of the 
differences in the prediction of the flow behaviour in centrifuges between several turbulence 
models, the flow pattern was calculated for various rotational speeds and throughputs, using 
the k-e RNG, k-w, Reynolds Stress Model and large-eddy simulation. A representative 
comparison of the obtained results by using the different models is shown in Figure 10. The 
plots illustrate the differences in the calculated tangential and axial velocity halfway between 
inlet and outlet at the angular position of the inlet. 
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Fig. 10. Tangential (left) and axial velocity profiles (right), throughput 1 1/min, k-e RNG, k- 
«J, RSM and LES turbulence model 
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The comparison reveals no significant deviation of the predicted flow pattern. The differences 
in the tangential velocity are barely detectable. All calculations are in good agreement with the 
rigid body rotation and thus with the experimentally determined profiles (Spelter, et al. 2011). 
Using the LES model, the obtained axial flow profile differs from the other models by 
predicting an earlier shift of the main axial flow towards the radius of the outlet at 36 mm. 
Because of the high computational demand and instability of the RSM, the simulation with this 
turbulence model was started with a solution obtained with the k-e RNG model. Nevertheless 
the differences are small and all calculated axial flow pattern are in disagreement with the 
measured flow profile. The mixing and expanding of the inlet jet is significantly understated. 
By not questioning and validating the simulations, the user of the CFD software is led to false 
conclusions which may result in low performance of the centrifuge due to disadvantageous 
design. The classical evaluation of the simulation does not indicate a computational error. The 
mass balance between the inlet and the outlet is fulfilled as stated in Table 1, the residuals are 
sufficiently small (10° to 10) and the flow patterns do not change with increasing flow time. 
Furthermore the predictions are reproducible with different turbulence models. All these facts 
suggest an accurate calculation. Only the comparison of the main velocities with 
experimentally determined data shows that the prediction misrepresents the true case in 
respect to the axial flow profile. 


0.0395 0.0015 0.0022 0.0172 


Table 1. Deviation of mass balance dV for different turbulence models in % at 3000 rpm and 
11/min 


4.3 Comparison of two and three dimensional modelling 

The analysis of the acceleration geometry is only possible in three dimensional modelling, 
because, as mentioned in the introduction, the inlet geometry cannot be correctly 
reproduced in the two dimensional case. The results presented in chapter 4.1 and 4.2 show a 
short-circuit flow between inlet and outlet. The comparison between the results obtained 
when calculating three and two dimensional are shown in Figure 11. The predicted 
tangential velocity profiles are in good agreement with the rigid body rotation for both cases 
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Fig. 11. Tangential and axial velocity profiles, throughput 1 1/min, k-e RNG, k-«, RSM and 
LES turbulence model 


Computational Fluid Dynamics (CFD) and 
Discrete Element Method (DEM) Applied to Centrifuges 115 


at various rotational speeds. The water is fed through an annulus in the two dimensional 
model and the tangential acceleration takes place via the friction at the wall at both sides of 
the annulus. According to the prediction, this feeding geometry is sufficient for an 
acceleration of the incoming liquid up to 9000 rpm. The differences between the cases are 
distinguishable in the axial flow profiles which are shown in the diagram on the right side of 
Figure 11. The profiles presented are the values halfway between inlet and outlet. Due to the 
symmetry condition, the flow is homogeneously distributed along the whole circumference 
for a specific radius. Therefore the maximum axial velocity is lower than in the three 
dimensional case due to the conservation of mass. There are recirculating currents next to 
the inlet in the two dimensional cases which increase in magnitude with rotational speed. In 
the three dimensional case, recirculating flows are located next to the inlet as well, but 
displaced few degrees in the angle of rotation. 

Nevertheless the predicted axial velocity profiles in the two dimensional cases are 
comparable to the ones obtained in the three dimensional ones in respect to the radial 
distribution of the flow. The inlet jet remains until the water leaves the centrifuge via the 
circular weir, so that no plug-shaped profile - resulting in a high active volume -, as 
observed in the experiments, is formed. 


4.4 Calculation of the flow pattern (k-e RNG model, VOF method, transient solution) - 
overflow setup 

The overflow setup was simulated by using the previously described Volume of Fluid 
method. The centrifuge is filled with water at the beginning of the simulation. As an initial 
condition, the water is already spinning with the rigid body rotation. This assumption is 
justifiable because in the experiments, the centrifuge was slowly filled with water and ran 
for at least 30 minutes in steady state prior to the measurements. The initial condition 
reduces the necessary time until the steady state is reached significantly. Figure 12 shows 
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Fig. 12. Profiles of water-air interface for a throughput of 1 1/min: a) 1000 rpm; b) 9000 rpm 


the distribution of the two phases for 1000 (a) und 9000 rpm (b) for a throughput of 1 1/min. 
Due to the gravitational and centrifugal force, a conical shape of the water surface is 
developed at 1000 rpm. The centrifugal number outbalances the gravitational force with 
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increasing rotational speed, thus the water phase approaches the shape of a cylinder, as 
shown in Figure 12 b). 

The tangential velocity profiles for 1000 and 9000 rpm are shown in Figure 13. The diagram 
on the right side shows the tangential velocity values averaged over the length of the 
centrifuge for the water phase only. The computed values are compared to the rigid body 
rotation. The contours of the tangential velocity at 9000 rpm are shown on the left side of 
Figure 13. The calculated velocities are in good agreement with the analytical values and 
with the measurements. At 9000 rpm, the tangential velocity of the water exhibits a small lag 
when compared to the rigid body rotation. The magnitude of the deviation is within the 
accuracy of the measurements, so that no statement whether this difference is the true case 
or not, is possible. 
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Fig. 13. Tangential velocity profiles, water phase, throughput of 1 1/ min; left: contours at 
9000 rpm; right: for different rotational speeds and different axial positions 


Figure 14 shows the axial velocity profiles for 9000 rpm at a constant throughput of 1 1/min. 
The axial flow pattern is similar to the one predicted in the single-phase model. The inlet jet 
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Fig. 14. Axial velocity profiles at 9000 rpm and 1 1/min throughput; left: contours; right: 
different distances from the inlet 
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does not widen so that a short-circuit flow towards the outlet is formed, as shown in the 
contour plot on the left side of Figure 14. There is no significant expansion of the flow 
profile neither in angular nor in radial direction. The peak of the axial velocity shifts from a 
radius of 42 mm close to the inlet towards a radius of 36mm. This behaviour was also 
predicted in the single-phase model. Nevertheless the simulation misrepresents the true 
case, in which a significant widening of the inlet jet was observed. 


4.5 Influence of the inlet geometry on the flow pattern 

In order to investigate how the acceleration of the feed affects the flow pattern, a centrifuge 
with a simpler geometry and a low performance feed accelerator was simulated. The main 
differences when compared to the tubular bowl centrifuge are the lower length-to-diameter 
ratio of 0.8 and the feed accelerator. The feed enters a rotating disc and leaves it radially 
with a certain angular velocity. The water exits the centrifuge through eight boreholes 
distributed along the circumference at the top of the bowl. Figure 15 shows a scheme of the 
centrifuge geometry on the left and the results of the volume fraction of air on the right. 
Water is fed axially through the inlet to the accelerator; there, the water changes its direction 
and gains in tangential velocity. The transfer of rotational movement occurs just at the plate 
surfaces, defined as no-slip boundaries, via momentum diffusion. Then, the water exits the 
accelerator as streams that travel through the air core and enter the rotating liquid pool. The 
radius of the interface changes 35 % along the height of the centrifuge from the inlet to the 
upper part of the centrifuge because of the low rotational speed (454 g). 


Fig. 15. Left: geometry of the centrifuge; right: contours of volume fraction of air at 2550 rpm 
and 5.8 1/min 


The main flow occurs in the direction of the rotation of the bowl. Both, the liquid pool and 
the air core rotate. The tangential velocity of the water jet from the inlet accelerator (height 
0.0275 m) is lower than the tangential velocity of the bowl. This causes a drag of the whole 
rotating liquid pool regarding the angular velocity of the bowl. The values of the tangential 
velocity of the liquid averaged over the circumference are plotted for different heights in 
Figure 16. The averaged velocity of the liquid in this geometry is approximately 50 % below 
the rigid body rotation. The values at the wall have to match the rigid body rotation of the 
bowl to fulfil the no-slip boundary condition. The steep decrease of the tangential velocity 
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near the wall was found to be smoother for a 6 times finer grid. However, the computational 
effort for the multiphase simulation including the particles with the finer grid was 
unaffordable. The deviation with respect to the rigid body rotation decreases for lower flow 
rates because a smaller amount of liquid has to be accelerated. The simulation of this 
geometry shows how important is to accelerate the feed properly to the angular velocity of 
the liquid pool before entering it in order to reach the angular velocity of the bowl in the 
rotating liquid and thus the highest centrifugal acceleration possible. 

In contrast to the other centrifuge, a layer with high axial velocity at the gas-liquid interface, 
as expected by the boundary layer model, has been observed in the simulations as depicted 
in the diagram on the right in Figure 16. Near the impact height of the inlet water jet two 
whirls with opposed directions are formed. This can be seen at the negative axial velocity 
values at the interface for the height 0.02 m, just below the inlet, and the positive axial 
velocities at he interface for the height 0.0275 m, just above the inlet. Upsides the height of 
the inlet, a homogeneous axial boundary layer is formed at the interface with a 
recirculation layer at the bowl wall. This layer exhibits a similar averaged thickness 6 as 
the one proposed by the theoretical model of Gosele (Gésele, 1968) but much thicker as 
the one calculated following the theory of Reuter (Reuter, 1967) as seen in Table 2. Indeed, 
it occupies the whole liquid pool until a recirculation layer is formed close to the bowl 
wall. This is due to the lower tangential velocities which cause a small pressure gradient 
in the radial direction reducing the stratification of the flow and allowing the fluid to 
move in the axial direction. The velocity values oscillate with the angle, especially near 
the inlet at 0.02 m and 0.0275 m and the outlet at 0.0975 m, respectively. Thus the standard 
deviation is higher at these positions. 
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Fig. 16. Left: tangential velocity versus radial position; right: axial velocity versus radial 
position at 2550 rpm and 5.8 1/min 


14.1 1.71 15.8 


Table 2. Thickness of the axial boundary layer 6 obtained in the simulations and calculated 
analytically at 2550 rpm and a throughput of 5.8 1/min 
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5. Mathematical formulation of the particles 


There are several multiphase models available for simulation of a particulate phase. A 
summary of the different simulation methods for multiphase flows in CFD can be found in 
(van Wachem & Almstedt, 2003). The multiphase models can be divided into two groups; 
the Euler-Euler and the Euler-Lagrange methods. 

The Euler-Euler method considers all phases as continuous ones. For each phase, a 
momentum conservation equation is solved. In the momentum equation of the dispersed 
phases, the kinetic theory for granular flows (Lun & Savage, 1987) is used. The intensity of 
the particle velocity fluctuations determines the stresses, viscosity, and pressure of the solid 
phase. The interaction between phases is considered by means of momentum exchange 
coefficients. This numerical method has the advantage that it is suitable for high volume 
concentrations of the disperse phase. The disadvantage is that the properties of each 
dispersed particle cannot be simulated and a particle size distribution cannot be considered. 
Moreover, the stability of the calculation depends on the choice of model parameters and 
often convergence problems appear. For the simulation of sedimentation and thickening 
processes there are also some Euler-Euler models based on the Kynch’s kinematics 
sedimentation theory (Kynch, 1952), which were reviewed by Birger in (Birger & 
Wendland, 2001). These models are all based on the measurement of fundamental material 
properties of the suspension to be separated as explained by (Buscall, 1990; Buscall et al., 
1987; Landman & White, 1994). These multiphase models are based on mass balances for the 
fluid and the disperse phase. The fluid flow is not calculated but they consider the relative 
velocity between fluid and particles. On this basis, these models are unsuitable for studying 
the particle behaviour in solid bowl centrifuges where the liquid flow plays a crucial role in 
particle settling. These models usually describe the sedimentation and consolidation in 
batch processes in simple-geometry centrifuges. An extension of these models is necessary 
to describe the sediment build-up in two and three dimensions correctly. 

The Euler-Lagrange method solves the continuum conservation equations just for the 
characterization of the continuous phase. It describes the dispersed phase as mass points 
and determines the particle trajectories by integrating a force balance for each individual 
particle. This way, instead of a partial differential equation, only an ordinary differential 
equation must be solved for the dispersed phase. The weakness of the Euler-Lagrange 
method is that it is only valid for diluted suspensions if a one-way or a two-way coupling 
method between continuous and disperse phase is applied. With the one-way coupling, the 
motion of the discrete phase is calculated based on the velocity field of the continuous phase 
but the particles have no effect on the pressure and velocity field of the continuous phase. By 
using a two-way coupling, the equations of continuous and discrete phase are calculated 
alternatively. The momentum conservation equation of the continuous phase has a source 
term to consider the momentum exchange with the particulate phase. The maximum value for 
the volume concentration of the disperse phase is between 5% (Schiitz et al., 2007) and 10-12% 
(ANSYS, 2009), above this value the interaction between particles should be considered. Thus 
there is a third method, four-way coupling, which involves the interaction within the disperse 
phase: impacts between particles, particle-wall interactions, van der Waals forces, electrostatic 
forces, etc. Thus the restriction for the volume fraction is not valid anymore. However, if the 
number of particles increases, the computational effort rises significantly. Usually the 
characteristics of the problem and the information that should be obtained from the simulation 
decide which multiphase model and coupling methodology should be used. 
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The Discrete Element Method (DEM) (Cundall & Strack, 1979) is a Lagrangian method 
originally developed for the simulation of bulk solids and then extended to the entire field 
of particle technology. This method solves the Newton's equations of motion for translation 
and rotation of the particles. In these equations, impact forces of particle-particle and 
particle-wall interactions are considered. Other forces such as electrostatic or Brownian 
forces can also be implemented if necessary. In order to describe the collisions of particles, 
the soft-sphere approach was chosen. When two particles collide, they actually deform. This 
deformation is described by an overlap displacement of the particles. A schematic 
representation of the forces on the particles in the soft-sphere model is depicted in Figure 17. 
This approach uses a spring-dashpot-slider system to calculate the behaviour of the particles 
during the contact time. The soft-sphere model allows contacts of a particle with more 
neighbouring particles during a time step. The net contact force acting on a particle is added 
in the case of multiple overlapping. This model for contact forces was first developed by 
Cundall (Cundall & Strack, 1979), who proposed a parallel linear spring-dashpot model for 
the normal direction and a parallel linear spring-dashpot in a series with a slider for the 
tangential direction. A comparison of the performance of several soft-sphere models can be 
found in (Di Renzo & Di Maio, 2005; Stevens & Hrenya, 2005). There, also the Hertz-Mindlin 
(Mindlin, 1949) non-linear soft-sphere model used in the present work is analysed. This 
model proposes a normal force as a function of the normal overlap 5n, the Young’s modulus 
of the particle material and the particle radii. The damping force in normal direction 
depends on the restitution coefficient, the normal stiffness, and the normal component of the 
relative velocity between the particles. The tangential force depends on the tangential 
overlap 6;, on the shear modulus of the particle material, and on the particle radii; while in 
the damping force in tangential direction the tangential stiffness and the tangential 
component of the relative velocity between the particles are considered. 


Fig. 17. Contact forces between two particles following the soft-sphere model 


While the DEM model was originally used in environments without fluid, increasing efforts 
have been made to extend this model to the mixture of fluid and particles. For that, a 
coupling of the DEM calculations with the fluid flow simulation is necessary to be able to 
include the hydrodynamic forces in the particle simulation. An important aspect in the 
calculation of particles in a fluid is the energy dissipation into the surrounding fluid. In 
viscous fluids, there are, in contrast to air, two additional effects that lead to energy losses. 
The drag force leads to lower particle velocities and when a particle is about to hit a surface 
or another particle, a deceleration occurs. This is due to the drainage of the fluid, which is 
located in the gap between the two particles or the particle and the surface. In his work 
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(Gondret et al., 2002), Gondret presents the coefficient of restitution as a function of the 
Stokes number St (Equation 16), which describes the ratio of the dynamic response time of a 
particle to flow changes and the characteristic flow time. He determined empirically a 
critical Stokes number of about 10. Below this value, a particle does not bounce when it hits 
a wall and instead remains in contact with it. 


_1p.vx 


9 ou 


St (16) 
In a centrifugal field, the hydrodynamic forces (drag, lift, torque) play a crucial role and 
must be included in the calculation of the particle trajectories. Therefore the fluid flow and 
particles movement have to be computed alternatively. A scheme of the coupling between 
the CFD software FLUENT and the DEM software EDEM can be seen in Figure 18. At first, 
the flow will be determined with CFD, then for each position in the computational domain, 
the velocity, pressure, density and viscosity of the flow are transferred to DEM in order to 
calculate the hydrodynamic forces and include them in the balance. Afterwards, the fluid 
flow will be computed again considering the influence of the particles as an additional sink 
term in the momentum equations. This sink term include the force transmitted to the 
particles by the fluid. 
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Fig. 18. Coupling between CFD and DEM 


Some authors have already simulated such complex multiphase flows in other separation 
equipment such as filters and hydrocyclones (Chu et al., 2009; Chu & Yu, 2008; Dong et al., 
2003; Ni et al., 2006). Nevertheless due to the high velocity gradients and complex 
interactions between the phases, the simulation of multiphase flow and in particular the 
sediment behaviour in centrifugal field is still an unsolved challenge. The advantage of this 
approach is that an accurate description of the flow, the particle paths and the sediment 
behaviour can be obtained. However, the amount of simulated particles and its size is 
limited due to the computational demand. 


5.1 Particles simulation parameters 

The calculation in CFD must be run as an unsteady case when coupled with DEM. The DEM 
time steps are typically smaller than the CFD time steps in order to correctly capture the 
contact behaviour. The choice of time steps in DEM simulation is of great importance in 
order to achieve stability in the calculation but does not perform very long calculations, 
although still representing the real particle behaviour. Therefore it is necessary to analyse 
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the forces acting on the particles to determine the different time scales. In the case presented, 
the Hertzian contact time - the total time of contact in Hertz theory of elastic collision -, the 
particle sedimentation time - the time required for a particle to settle one diameter -, and the 
particle relaxation time - the time for a particle to adapt to the surrounding fluid flow - are 
considered. On the basis of these, the smallest time step must be chosen so that all physical 
phenomena are represented. In the simulations presented, the Hertzian contact time is the 
smallest time scale and, thus a time step Atpgem = 10s was chosen in the DEM software, 
while in the CFD a time step Atcrp = 10“s was sufficient. 

The size of the particles was defined as a logarithmic normal distribution with a mean 
diameter of 200 um and a standard deviation of o=10 um. Simulations with smaller 
particles lead to divergence of the calculation despite of the small time steps set. Thus 
simulations with lower densities of the particles and rotational speeds were performed to 
obtain similar settling velocities as with small quartz particles (mean diameter of 2.07 um, 
o=2.15 um) which were used in the experiments. In order to reproduce the experimental 
concentration of approximately 0.5 vol. %, 100,000 particles per second were injected at the 
inlet of the centrifuge for the simulation. In future work, the comparison of predicted and 
experimentally determined sediment build-up will show whether the simulation 
methodology leads to correct predictions. 

For the contact models, a parameter setting is needed to represent the real particle 
behaviour. The information needed is mainly about the physical properties of the particle 
system because the spring and damper constants are calculated as a function of the shear 
modulus and the Poisson's ratio of the particle and wall materials. The coefficient of 
restitution depends on the Stokes particle number. The friction coefficient is an empirically 
determinable property, which can be found in the literature for various material 
combinations. Some authors have already determined this friction coefficient for sand and 
glass particles for DEM (Asaf et al., 2007; Li et al., 2005). Here, shear experiments of a 
sediment made of quartz particles were performed in a Jenike shear cell under normal 
pressure in order to calculate the friction coefficient as was done by (Hartl & Ooi, 2008). 


Table 3. Parameters used in the DEM simulation 
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6. Prediction of the sediment build-up by means of DEM 


The geometry of the centrifuge in which the particle trajectories and the sediment build-up 
were simulated is shown in Figure 15. For the simulation purpose of predicting the 
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sediment build-up it is not possible to use periodic boundaries as was done for the 
simulation of the fluid. Moreover, we chose this geometry with the VOF model for air and 
liquid in order to investigate the interaction between the multiphase model and the use of 
DEM to calculate the particles. The calculations were made with the software ANSYS 
FLUENT 12.0.16 and EDEM 2.3, which include a coupling feature for both programs. 

The coupled simulation was performed with a rotational speed of 2550 rpm. For this 
rotational speed, the Stokes settling velocity of the particles is by two orders of magnitude 
higher than the Stokes settling velocity of the quartz particles used in the experiments. The 
results of this simulation are depicted in Figure 19. 


Fig. 19. Particles and path lines simulated with EDEM coupled with a two-phase simulation 
of a centrifuge in FLUENT and coloured by velocity magnitude 


The particles are injected at the inlet pipe with the same axial velocity as the fluid. They hit 
the top of the feed accelerator and gain in radial velocity. Afterwards, they move through 
the air core until they hit the liquid pool. There, under the effect of the centrifugal force, the 
particles perform spiral path lines, as shown in Figure 19 on the right, until reaching the 
wall or already settled particles. The lower plot in Figure 19 shows a vertical plane of the 
centrifuge with the particles in the region near the feed accelerator where the sediment is 
built. Due to the drag force of the axial flow in the rotating pool, the particles move first to 
higher axial positions. Then, near the wall, they move backwards because of the 
recirculation layer. The evolution of the sediment can be observed in Figure 20 as a function 
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of the calculated particles for two different rotational speeds of the liquid pool. For the case 
with lower rotational speed, 686 rpm, the first settled particles deposit at the wall and are 
pushed to lower axial positions because of the recirculation layer near the wall and due to 
the lower normal pressure, 3 kPa, acting on the sediment, which allows the influence of the 
gravity. Then, particles deposit on the sediment and it growths from the wall to the inner 
part of the centrifuge in radial direction. The sliding of the sediment in this case is due to the 
relationship of low normal pressure and high shear stress acting on it. In the case of higher 
rotational speed in the liquid pool, 1937 rpm, the particles travel radially direct to the bowl 
wall and the sediment formed is flat. The particles settling in the next time steps slide to the 
side of the sediment which grows along the wall rather than in the radial direction. 

In this study the value of the friction coefficient between particles and between particles and 
wall was constant. Changes of this parameter would also lead to changes in the sediment 
behaviour under certain conditions of normal pressure and shear stress. A further 
investigation in this field, including the experimental determination of the friction 
coefficient for different materials and particle size distributions, is needed. Here only the 
basis of the coupling methodology was studied. 


8) Notting qua = 686 TPM, Proma = 3 kPa 
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Fig. 20. Sediment built at the bowl wall as a function of the particles simulated with EDEM 
coupled with a two-phase simulation of a centrifuge in FLUENT and coloured by velocity 
magnitude for two different rotational speeds 


In order to ensure that the coupling between both programs works and that the 
hydrodynamic forces are correctly passed from FLUENT to EDEM, the particle trajectories 
calculated with the coupling and with FLUENT were evaluated. Although the time steps 
and the mathematical method used in FLUENT to calculate the particles is different from 
the time steps and algorithm used in EDEM, the results are comparable as shown in Figure 
21. Another different is that in FLUENT, the particles were calculated using a static flow 
field at a certain time step whereas in EDEM, the flow field was calculated alternating to the 
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position calculation of the particles. Thus in Figure 21 on the left, the particles calculated in 
FLUENT acquire higher axial positions when compared to the particles calculated with 
EDEM. The reason for this disagreement is the difference in the axial flow pattern, where the 
velocities oscillate until a quasi-steady state is achieved. However, qualitatively both particle 
trajectories are in good agreement. The tangential velocity of the particles is represented in 
Figure 21 on the right. The tangential velocity of the particles is almost zero in the regions 
where there is no liquid. Then, they are accelerated in tangential direction until reaching the 
bowl wall. There, a deviation between FLUENT and EDEM appears. The particles in EDEM 
hit the sediment and the tangential velocity diminishes because the wall rotation is not taken 
into account here, but in FLUENT, no particle accumulation is considered and, thus all 
particles are calculated until they reach the wall. Once they have reached the wall, they are 
taken from the simulation domain. 

The location and quantity of the particles are stored as a variable in FLUENT representing 
the volume fraction of the particles, as can be seen in Figure 22 on the left. However, for the 
flow calculations they are considered as points where a momentum exchange occurs. The 
drag force of the flow acting on the particles is subtracted from the momentum equation 
diminishing the flow in regions where the particles accumulate. Figure 22 on the right 
represents the volume fraction of air in the centrifuge. The effect of the particles on the flow 
can be seen as the water jet coming from the inlet accelerator falls down in the axial position 
until it reaches the liquid pool due to the particles weight and the momentum sink term. 
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Fig. 21. Comparison of the particle trajectories obtained in FLUENT and EDEM: left: axial 
position versus radius; right: tangential velocity of the particles and the fluid versus radius 
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Fig. 22. Contours of the volume fraction in the FLUENT simulation domain; left: particles; 
right: air 


The effect of the sediment on the flow pattern is shown in Figure 23, where the tangential 
and axial velocity values are represented. The tangential velocity values are lower than in 
the simulation without particles because of the momentum exchange between the fluid and 
the particles. Furthermore the tangential velocity is lower in the lower part of the centrifuge, 
where most of the particles can be found. The interface radius is not constant over the height 
of the centrifuge, as can be observed in Figure 22 on the right. Therefore the values of the 
tangential and axial velocity of the water in Figure 23 begin for lower radii in the lower part 
of the centrifuge. The form of the axial flow pattern does not change qualitatively except for 
the height where the particles accumulate, around 0.02 m. There, the axial velocity takes 
approximately the value zero due to the exchange of momentum between fluid and 
particles. At the wall, where the sediment is located, there is no axial flow in contrast to the 
simulation without particles. This fact shows how important is to consider the sediment 
build-up in the multiphase flow simulation of a centrifuge. However this also carries an 
increase of the computational effort. 
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Fig. 23. Averaged values over the circumferential position for different axial positions of the 
centrifuge obtained in FLUENT coupled with EDEM, left: tangential velocity values versus 
radius; right: axial velocity versus radius 
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7. Evaluation of the computational demand for predicting flow in centrifuges 


The prediction of flow pattern in centrifuges requires a high computational demand that 
increases with the maximum velocity in the system. Accordingly to Equation 17, the highest 
velocity is reached at the bowl wall and increases linearly with the rotational speed. 


2:m°n 
v= “T 
60 


(17) 


Figure 24 shows the computational demand in hsim/(hfow time 3.6 103) (dimensionless) 
against circumferential velocity in m/s for different simulations which include two and 
three dimensional problems, one and two-phase simulations, and different models to 
predict turbulent flow. The simulations were performed with Win xp 32 bit desktop 
computers using an Intel Core 2 Duo E4500 2.2 GHz processor, 2 GB DDR 2 memory 
running at 266 MHz (2 x 1GB Kingston) and a ASrock motherboard (dual channel memory). 
All data are averaged values. For reasons of readability, the standard deviation is not stated, 
because it is too small to be included in the plot. Evaluating the diagram on the left side of 
Figure 24, it is remarkable how costly the VOF method for simulating two-phase flow for 
the two and three dimensional cases is. Moving from one to two phases causes the same 
increase in computational demand as moving from a two to a three dimensional grid and 
simultaneously increasing the cell number by one order of magnitude. However, the size of 
the grid does not necessarily increase the computational time. The convergence in a fine grid 
is faster and the influence of the rotating geometry overcomes the one of the grid when 
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Fig. 24. Correlation of computational demand in hgim/ (sow time 3.6 10) and circumferential 
velocity: for one and two-phase modelling, two and three-dimensional geometries, and 
different sizes of the geometry (left); dependence on turbulent model used (right), 715000 
cells, three-dimensional and single-phase model 
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simulating centrifuges. This is concluded by comparing the three dimensional, single-phase 
calculations with a grid size of 215000 cells with the simulations with a grid of 715000 cells. 
The same effect is observed when comparing the three dimensional, two-phase simulations 
with different cell sizes and different size of geometry. All data is well fitted with a single 
function for each of the two compared sets of calculations. Looking at the differences between 
the turbulent models, all simulations exhibit a comparable computational demand. The RSM is 
the model with the highest computational demand whereas the large-eddy simulation needs 
less computational resources than all other models evaluated. This is unexpected since the LES 
is usually rated as more demanding than the RSM. This is explainable due to the single 
equation modelling of turbulence in the subgrid, the low degree of turbulence in the case 
presented and the fine mesh that was constant in all cases presented in the diagram on the 
right side of Figure 24. The k-e RNG and the k-w simulations require comparable 
computational resources. This is in agreement with the theory, because both models are 
similar to each other except of the modelling of the near wall region. 


8. Conclusions 


The results presented show that the prediction of the flow pattern in centrifuges by means of 
computational fluid dynamics give good results for evaluation of the tangential acceleration 
efficiency. The predictions are in good agreement with the measurements conducted with 
Laser Doppler Anemometry. Nevertheless the axial fluid profiles do not depict the true case 
accurately. The calculated axial velocity profiles give reasonable results close behind the 
inlet, but the widening of the inlet jet is not distinguishable in the simulations. The axial 
velocity profile is essential for the calculation of the cut size and the sediment distribution in 
the centrifuge, thus any significant deviation from the true case is not acceptable. It was 
demonstrated that the Reynolds Stress Model (RSM) and the large-eddy simulation (LES) do 
not increase the accuracy of the predictions when compared to the results obtained using the 
k-e RNG and k-w model, but increase the computational demand in case of the RSM. All 
models predict a short-circuit flow between inlet and outlet. The flow pattern does not 
change with increasing rotational speed or throughputs, only the maximum fluid velocity 
increases with higher throughputs as expected. This behaviour was observed in single and 
two-phase simulations. 

The geometry of the feed accelerator is decisive for the axial flow pattern developed in the 
centrifuge. A radial feed impacting on the surface of the liquid pool leads to an axial 
boundary layer flow similar to the one predicted and experimentally verified by other 
authors such as Glinka (Glinka, 1983). The design of the feed accelerator and its efficiency is 
essential for a good centrifugal performance. If the liquid is not accelerated to the angular 
velocity of the bowl, the rotating pool exhibits a significant lag in tangential velocity when 
compared to the rigid body rotation. The proposed feeding system via rotating inlet bores 
leads to an efficient tangential acceleration of the fed suspension. 

Particles with a diameter of 200 um were calculated for the first time in a centrifuge using a 
coupling between the simulation of the flow in FLUENT and the simulation of the particles 
in EDEM. The results show a good agreement between particles simulated in FLUENT only 
considering the hydrodynamic forces and the results from EDEM, which implies that the 
hydrodynamic forces are correctly transferred from one program to the other. Furthermore 
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it proves that the coupling method can be applied for rotating geometries such as 
centrifuges. The particle trajectories and the sediment build-up agree qualitatively with the 
expected results. Particles travel through the air core and enter the liquid pool, where they 
describe spiral paths until they reach the wall or already settled particles to form a sediment. 
The volume occupied by the particles has not been considered in the calculation of the fluid 
but the effect of the particles is taken into account by a sink term in the momentum 
equation. Thus in the flow pattern obtained in FLUENT, the fluid velocity is approximately 
zero where the sediment is located. The consideration of the particle volume in the 
calculation of the fluid is a gap in the methodology. A simulation with three Euler phases - 
air, liquid and particles - calculated in EDEM could be a possible but computationally very 
expensive solution. The method is complex and there is still some effort needed to reduce 
the particle size without significantly increasing computing time. A possibility to reduce the 
computational time is to divide the computational domain into regions with different time 
steps according to the controlling forces and phenomena. 

There is a substantial increase in computational demand with the increase in rotational 
speed. This limits the predictions to low rotational speeds when standard workstation 
computers are used for the calculations. If supercomputers are accessible as it will be the 
case in research at universities, predictions for high rotational speed are possible. But before 
advancing to higher rotational speeds it is important to improve the accuracy of the 
simulations of flow in centrifugal force fields and validate the models with experimental 
data, especially in terms of the axial velocity profile. 

In order to run a sanity check for the simulations in FLUENT or EDEM, it is not sufficient to 
evaluate the residuals and mass balance. For new methodologies or boundary conditions, 
for example when simulating centrifuges, it is necessary to compare different turbulent 
models, transient and stationary calculation methods and most important to validate the 
simulation methodology proposed with experimental data. Once validated, geometry and 
parameters can be changed and the advantage of CFD, which is a fast change to evaluation 
cycle, can be used. 


9. Notation 

LS, resistance coefficient, m1 

Cy constant of the k-e turbulence model, dimensionless 
dV difference in mass balance, % 

F volumetric force, N m3 

F, drag force, N 

F, tangential force, N 

F, normal force, N 

k turbulent kinetic energy, m2 s2 

L length of the rotor of the centrifuge, m 
n revolutions per minute, rpm 

p pressure, Pa (N m) 

Pc permeability, m2 

Tpowl bowl radius, m 

Tweir weir radius, m 


Tboundary layer radius of boundary layer, m 
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Si sink term, N m-3 

t time, s 

u velocity in x direction, m s+ 

v velocity in y direction, m s1 

Vax axial velocity, ms* 

Vv velocity, ms? 

w velocity in z direction, m s7 

x particle diameter, m 

Xcell cell length, m 

yt characteristic width of viscous sublayer, dimensionless 
Greek letters 

a volume fraction, dimensionless 

5 thickness of the axial boundary layer, mm 

Sn normal overlap, m 

St tangential overlap, m 

€ turbulent kinetic energy dissipation rate, m2s° 

es sediment porosity, dimensionless 

Ll dynamic viscosity, kg m1 s! 

Le turbulent viscosity, kg m1 s1 

p density, kg m? 

Ps solids density, kg m3 

Ap density difference between liquid and solid, kg m3 
Tt turbulent stress tensor, Pa (N m-2) 

Tw wall shear stress, Pa (N m-) 

Vi Poissons ratio, dimensionless 

@ specific turbulent kinetic energy dissipation rate, s+ 
Indices 

: fluctuating component of a variable 

q phase 

Abbreviations 

LES large-eddy simulation 

RBR rigid body rotation 

RSM Reynolds Stress Model 

VOF Volume of Fluid 

St Stokes number 
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1. Introduction 


The focus of this work consists in optimizing the water flow inside a water cooled electric 
motor frame, aiming at the maximization of the power/ frame size ratio, the minimization of 
pressure drop and the avoidance of hot spots. For the development of this work 
computational fluid dynamics (CFD) and thermography techniques were used. 

For many years water cooled electric motors have been used by industry, especially in 
specific applications that require features that can not be provided by conventional fan 
cooled motors. Among theses features are a better power/frame size relation, low noise 
levels, enclose applications, among others. 

Cooling by means of water circulation is frequently used in large motors, typically frame 
sizes above IEC 315. A justification for this practice not to be widely used in smaller motors 
is its higher cost compared to air cooling systems. However, provided that it presents some 
technical and/or economical viability, water cooling can also be used in smaller frame sizes. 
The technological progress have resulted in the development of new tools that facilitate the 
study of this motor type, such as the computational fluid dynamics and the thermography 
techniques, which consist, respectively, in the use of numeric models applied to fluid 
mechanics and the obtaining of the motor surface temperature distribution. 


2. Benefits and drawbacks 


The following advantages and disadvantages of this kind of motor can be mentioned, in 
comparison with air cooled motors. 


2.1 Advantages 

e Greater power/frame size ratio; 

e Lower noise level; 

Higher efficiency; 

The outside waste deposit on the frame does not damage the motor cooling; 

No problems with waste deposit on the external fan blade; 

It can be used in totally enclosure environment; 

e The heat removed from the motor is not directly dissipated into the environment; 

e §=© Possibility of using the same cooling fluid of the load and/or machine where it is 
installed; 
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e Better resistance to local impact. 


2.2 Disadvantages 

e Higher manufacturing cost; 

Auxiliary system to provide water; 

Need to control the water chemical composition; 
Risk of corrosion inside of the water circuit; 
Risk of fouling in the water circuit; 

e Risk of leaks; 

e More precautions on maintenance. 


3. Fundamental concepts 


3.1 Cooling system 

The cooling systems are apparatus usually comprised of several components that interact to 
keep the temperature of machines and systems in general controlled in order not to exceed 
the limits imposed by quality, safety, performance and/or efficiency. For instance, systems 
such as internal combustion engines, turbines, compressors, bearings, electric machines, 
electronic structures, electrical conductors, chemical and welding processes, among many 
others, can be mentioned as some examples of systems comprising thermal restrictions. 
Consequently, the cooling systems are very important to industries and should therefore be 
designed to keep a good performance and reliability. 

The more commonly used coolants are gases and liquids. Among them, due to their wide 
occurrence, low cost and practicality, air and water are customarily employed. They can be 
used in many different ways: in direct or indirect contact with the systems, by means of one or 
more fluid combinations, separated or mixed. And they can be forcedly or naturally moved, 
by physical mechanisms respectively known as forced convection and natural convection. 


3.2 Heat transfer 

Heat transfer concerns the exchange of thermal energy from one region of higher 
temperature to another of lower temperature in one or more means. This exchange occurs 
by mechanisms as conduction, convection, radiation and phase-change. 


3.2.1 Conduction 

The conduction occurs due to interactions between the particles of fluids. Thermal 
insulation, tanks, plates and ducts walls, fins, and others are examples of devices that 
exchange heat by conduction. It is described by Fourier’s Law and the following equation: 


=A (1 
on 
Where, 
qk: Heat flux of conduction; 
K: Thermal conductivity; 
A: Heat transfer area; 
oT : Temperature gradient; 
n: Direction. 
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3.2.2 Convection 

The convection is the heat transfer between a solid surface and a moving fluid. This 
phenomenon can be natural, induced by density difference (low fluid velocity), or forced, 
customarily supplied by fans or pumps (high fluid velocity). 


Wn = hA(T, ~ is) (2) 


Where, 

gn: Heat flux of convection; 
h: Convection coefficient; 
A: Heat transfer area; 

Ts: Surface temperature; 
T..: Fluid temperature. 


3.2.3 Radiation 
The thermal radiation is provided by electromagnetic waves emission. The classic example 
of this phenomenon is the heat transfer between sun and earth. It is given by Stefan- 
Boltzmann Law. 


q, = €0(T,* -T,*) (3) 


Where, 

qr: Heat flux of radiation; 

e: Emissivity; 

o: Stefan-Boltzmann constant; 
T1, Tz: Surface temperatures. 


3.2.4 Phase — Change 
It is boiling, condensation, freezing and melting. These processes are given by following 
equations. 


Q=m.AH (4) 


Where, 

Q: Amount of heat; 

m: Mass; 

AH: Specific latent heat. 


3.2.5 Heat transfer in conduits 

In the heat transfer in the fluid flowing in a conduit, the temperature is neither uniform in 
the fluid flow direction nor in the heat flux direction. Therefore, the bulk temperature is 
assumed as reference temperature. The use of a temperature reference allows to execute the 
heat balance in steady state. In this case, the transferred heat per time unit is a direct 
measure of the bulk temperature difference between two conduit sections. That is, 


q=mc,.AT, (5) 
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Where, 

q: Amount of heat per time unit; 

m: Mass flow rate; 

cp: Specific heat of fluid; 

AT;: Bulk temperature difference of fluid among two conduit sections. 


3.3 Fluid dynamics 

3.3.1 Mass flow rate 

The mass flow rate is given by the mass of fluid which passes through a surface per time 
unit and can be calculated from the following equation: 


n= pvA (6) 


Where, 

m_: Mass flow rate; 

p: Fluid density; 

v: Mean velocity in the section; 
A: Area of conduit section. 


3.3.2 Pressure drop 

The pressure drop in pipes may be occasioned by means of: 

e Localized drops (valves, curves, and others); 

e ~—- Friction; 

e Difference of piping height. 

The pressure drop is obtained as a function of Reynolds number, which depends on the 
fluid velocity, given by: 


_ pod 
Ll 


Re (7) 
Where, 

Re: Reynolds number; 

p: Fluid density; 

v: Mean velocity in the section; 

D: Diameter of pipe; 

py: Viscosity. 

If the Reynolds number is smaller than 2300 the flow is laminar and friction factor is 
calculated by: 


_ 64 


I ee 


(8) 
Where, 

f: Friction factor; 

Re: Reynolds number. 

But, if the Reynolds number is greater than 2300 the flow is turbulent and friction factor is 
calculated by: 
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e 
1 Lape %, 2.51 (9) 
wt 3.7 Re.ff 
Where, 
fi Friction factor; 
Re: Reynolds number; 
e: Absolute roughness; 
D: Pipe diameter. 
And the pressure drop is determined by: 
L pv 
Ap = fi. 10 
ae (10) 


Where, 

Ap: Pressure drop; 

fi Friction factor; 

L: Length of pipe; 

D: Pipe diameter; 

p: Fluid density; 

v: Mean velocity in the section. 

Therefore, to minimize the pressure drop and consequently reduce the energy loss of flow, it 
is desired low fluid velocity. 


3.4 Turbulence models 
Among several turbulence models known in the literature, will be discussed here only those 
ones involved in this work: « - ¢ model, x - @ model and Shear-Stress Transport (SST). 


3.4.1 The k - € model 

The simplest complete turbulence model has a wide range of applications in industrial and 
engineering problems. It can be applied to mass or heat transfer, combustion, multi-phase 
flows simulations, and others. The x - ¢ model has been incorporated in most commercial 
CFD codes due to its stability and numerical robustness, good accuracy and low 
computational cost. 

This model should be avoided in complex flow applications, such as flows with boundary 
layer separation, sudden changes in the mean strain rate, rotating fluids, and over curved 
surfaces. 

The standard x - e model is based on model transport equations for the turbulence kinetic 
energy «x and its dissipation rate e. Transport equations for the standard x - ¢ model are 
given by: 


SOB OUR) 258 pee a + P+ P, — pe -—Yy + Sx (11) 
ot Ox; j Ox Ox; 


1 


2 


O(pe)  O(pEui 0 0€ é é 
ins) oho) pu + Cy, —(P, +C3,-P,) -Co,9— + $, (12) 
ot Ox; ; O, ) OX; K K 
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Where, 

pt Turbulent viscosity; 

Px: Generation of turbulence kinetic energy due to the mean velocity gradients; 
Py: Generation of turbulence kinetic energy due to buoyancy; 

Ym: Fluctuating dilatation in compressible turbulence; 

p: Density; 

p: Viscosity; 

Cz, Cre, C3e: Model constants; 

0x, Oc: Turbulent Prandtl number for x and ¢; 

Sx, Se: Source term. 


3.4.2 The k - w model 

The x - @ model is widely used and is superior for boundary-layer flows both in the viscous 
near-wall region treatment and in the streamwise pressure gradients application. However, 
it is not appropriate outside the shear layer that is a free-stream boundary. The standard x - 
@ model is an empirical model based on model transport equations for the turbulence 
kinetic energy « and the specific dissipation rate @, which is obtained by « to x ratio. Based 
on Wilcox, « and @ are obtained from: 


‘k 
O(ek) | cen - 2 (- a a +P, — B' pot Puy t8) 
j 


ot ox ; Ox; 


@ 2 
t +a—P, wo +P 
at Ox, Ox, i a el a 


Apo)  Apuj@) oa (- Hk ez 
j 

Px», Pov: Turbulence buoyancy term; 

U: Velocity vector; 

0: Turbulent Prandtl number for o; 

B’, B, a: Model constant. 


3.4.3 The shear-stress transport model (SST) 

The shear-stress transport « - @ model was developed by Menter to effectively blend the robust 
and accurate formulation of the x - @ model in the near-wall region with the free-stream 
independence of the « - e model in the far field. To achieve this, the x - « model is converted 
into a x - @ formulation. The SST x - @ model is similar to the standard x - @ model, but the 
modeling constants are different in one and another and the SST model includes some changes 
in the standard one, such as the multiplication of both transformed x - ¢ and x - @ models by a 
blending function, which activates standard x - @ model in the near-wall region and activates 
transformed x - ¢ model away from the surface, the incorporation of a damped cross-diffusion 
derivative term in the @ equation, and a modification in the definition of the turbulent 
viscosity to account for the transport of the turbulent shear stress. 

These improvements provide more accuracy and reliability for a wide range of flow classes 
than the standard x - @ model. For instance, adverse pressure gradient flows, airfoils, and 
transonic shock waves. 
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O(pk) : O(pkui) 0 r, Ok +&,-Y, +5 (15) 
ot Ox; Ox; Ox; 
aloe) APM) 28 T,, a +G,,-Y,+D, +S, (16) 
ot Ox; Ox; Ox; 
Or o 


Where, 

G, : Generation of turbulence kinetic energy due to the mean velocity gradients; 
G,: Generation of @; 

Yx, Yo: Dissipation of x and @ due to turbulence; 

Ti, To: Effective diffusivity of x and 0; 

G,: Cross-diffusion term; 

0: Turbulent Prandtl number for @; 

So: Source term. 


3.4.4 Comparing SST and k - € model 


In the Figures 1 and 2 two simulations of temperature and velocity of the fluid are presented, 
with the same boundary conditions for SST and x - e model. Note that the results are similar 


for both models, however SST models capture more flow characteristics than x - ¢ model. 


SST K -Epsilon 


a 


. x 
Temperature 
c 
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Fig. 1. Fluid temperature using SST and x - e model 
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SST K -Epsilon 


Velocity . 
Im s*-1] ws 
Fig. 2. Fluid velocity using SST and x - e model 


3.5 Fouling 

Fouling is a term employed to represent undesired accumulation of solid material on the 
surfaces of heat exchangers. This accumulation results in thermal resistance increment 
reducing exchanger performance. Fouling reduces the flow area and increases surface 
roughness, causing a reduction in the flow rate as a consequence of the pressure drop 
increase. 

The fouling deposits may be loose particles or fix and hard layers, comprising sediments, 
polymers, inorganic salts, fuel or corrosion products, biological growth, and others. The 
maximum fouling layer can occur in few hours or may require many years to be formed. In 
any case, it should be avoided, because it increases capital costs, maintenance costs, 
production and energy losses, etc. 

The main fouling mechanisms are crystallization, precipitation, sedimentation, chemical 
reaction, corrosion, biological and freezing fouling. 

The amount of heat per time unit can be calculated by: 


q =U.AAT (18) 


Where, 

g: Amount of heat per time unit; 

U: Overall heat transfer coefficient; 

A: Heat transfer area; 

AT: Bulk temperature difference between two conduit sections. 
And U is obtained by the following equation: 
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a (19) 
Rrec +R ‘fou 

Where, 

U: Overall heat transfer coefficient; 

Rhec: Resistance of cleaned heat exchanger; 

Ryou: Resistance of fouled heat exchanger. 

If the heat exchanger is clean, then Rj, = 0. Table 1 presents typical values of fouling 

resistance. 


Fouling Resistance 


Fluid and Situati —— 
commence Ry (m2K/W) 


Distilled water 

Seawater 

Treated boiler feedwater 

Clean river or lake water 

About the worst waters used in heat 
exchangers 

No. 6 fuel oil 

Transformer or lubricating oil 

Most industrial liquids 

Most refinery liquids 

Steam, non-oil-bearing 

Steam, oil-bearing (e.g., turbine 
exhaust) 

Most stable gases 

Flue gases 

Refrigerant vapors (oil-bearing) 


0.0001 
0.0001 — 0.0004 
0.0001 — 0.0002 
0.0002 — 0.0006 

< 0.0020 


0.0001 
0.0002 
0.0002 
0.0002 — 0.0009 
0.0001 
0.0003 


0.0002 — 0.0004 
0.0010 — 0.0020 
0.0040 


Table 1. Typical fouling resistance 


Some variables must be taken into account in the design and operation of cooling systems, 
in order to avoid fouling. The most important are: 

Flow velocity: for water, it should be kept above 2 m/s to suppress fouling and above 1 m/s 
to minimize fouling. 

Surface temperature: for cooling towers, the water temperature must be kept below 60 °C. 
Tube material: select materials to avoid corrosion, for instance. 

For liquid coolants, fouling inhibitors should be used, such as: corrosion inhibitors, anti- 
dispersants, stabilizers, biocides, softeners, acids, and polyphosphates. However, if such 
fouling controls are not effective, the exchanger must be cleaned either on-line or off-line. 


3.6 Corrosion 
Corrosion is electrochemical destructive attack of the base material with its environment. 
Water in direct contact with a metal surface causes oxidation, which is a process where 
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metal dissolved in fluid; this phenomenon generates serious problems in the worldwide. 
Corrosion causes: 

e = Efficiency reduction of machines and plants; 

e Increase costs of maintenance and overdesign; 

e Losses or contaminations of products; 

e Plants shutdowns; 

e And others. 

The many aspects of corrosion problems constrain it control, which is achieved by 
recognizing and understanding corrosion mechanisms. The control and prevention of 
corrosion damage can be obtained basically by following methods: 

e Employment of suitable materials; 

e Use of protective coatings; 

e Change to the environment; 

e Application of cathodic or anodic protection and etc. 


4. Water-cooled frame 


The objective of this work consists in optimizing the water flow inside a water cooled frame 
considering the boundary conditions intrinsic to both the manufacturing process and the 
electric motor itself. 

One of the challenges of this development is the frame manufacturing, which consists in a 
single cast iron piece free of welds or seals, making it difficult to obtain the water circuit. 
Due to the increasing demand for smaller water cooled motors, in this work an IEC 200 
frame size - 75 kW - IV Poles - 60 Hz motor was used. 


5. Thermal circuit and equations 


The first step of the design is the definition of the motor simplified thermal circuit as 
represented in Figure 3. It can be observed that the produced heat, L, is transferred through 
the equivalent resistance, Req, and the convection resistance, Ry, thus causing an increase in 
the average temperatures of the coil, Tw, the frame, Tyrame and the fluid, Tania. 

The next step is calculating the water flow that is needed to remove the heat produced by 
the motor. This can be obtained by means of (20) and (5), where L is the heat amount to be 
removed in W, 11 is the mass flow in kg/s, cp is the specific heat of water in J/(kg . K), To is 
the outlet water temperature and T; is the inlet water temperature both in K. 


L=tec,.(T, -T;) (20) 


Using (20) and the values shown in Table 2, it is obtained a mass flow of 0.239 kg/s. 


Variable Value 
L 5.000 (W) 
Cy a 20 °C 4184.3 (J / kg / K) 
Tied 5 (K) 


Table 2. Value and units for variables 
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Fig. 3. Simplified thermal circuit of the motor 


The value of L was considered as the total losses of the motor, that is, it is considered that all 
heat generated by the motor will be removed by water, which in practice does not happen, 
once that a portion of generated heat will be dissipated to environment through the 
endshields, the shaft and the terminal box. However, the heat portion removed by water is 
greater than by other means, so that it can be considered conservative, thereby simplifying 
the problem. 

The next step consists in checking the circuit thermal saturation in relation to the water flow 
that is, quantifying how much an increase in the flow causes the coil temperature to reduce. 
Therefore, it is necessary to verify the behavior of the coil average temperature fluctuation, 
ATw, with the water flow. For this verification equations obtained by heat transfer laws will 
be used, as described next. 

The equations (21) and (22) relate L in W with Tw, Tyjrame and Tpvia in K and with Reg and Ry in 
K/W. 


i (T., — (21) 
eq 
oe = T uid) (22) 


And to obtain Ry it is used (23), where the convection coefficient, h, is in W / (m2. K) and 
the thermal exchange surface between the frame and the fluid, A, is in m2. 


R= 23 
h h.A ( ) 
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Fig. 4. Mass flow saturation 


Knowing that h is a variable dependent on the fluid properties, the channel geometry and 
the flow, then the fluctuation temperature, AT», can be related to the mass flow im, 
according to (21), (22), (23), the fluid properties and the channel geometry, obtaining the 
curve presented in Figure 4. It can be observed that the motor operation point, P,, is located 
on the curve saturation region, what means that when increasing the water flow, the coil 
temperature reduction can be despised, because it is necessary a great increase the flow for 
the temperature to be slightly reduced. Therefore, this flow is correct for the design. 
For the obtainment of this curve the following considerations were made: 
a. Re is constant and, due to the difficulty to theoretically calculate its value, it was 
obtained through (21) and (22) using experimental data of preliminary tests; 
Fluid properties are constant; 
c. Dimensions of channel: 0.400 x 0.015 m; 
d. Average diameter of the channel: 0,350 m. 


6. Numerical analyses 


Once analytically defined the flow value to be used in the design, the numerical analyses are 
initiated to check the water flow behavior inside the frame. For better use of the 
computational capacity, some considerations and simplifications were made concerning 
both the physical phenomenon and the geometry. 


6.1 Heat transfer 

The possible hot spots inside the water circuit can be generated basically by three causes, 
local heat generation, cooling fluid shortage in determined regions, and/or fluid 
recirculation. For simulation purposes local heat generation is neglected, because the heat 
flow from the stator to the frame is uniformly distributed throughout the surface. As for 
fluid shortage, it can be considered that the water circuit will be totally filled and therefore 
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there will be no shortage. So the possible hot spots will be generated only by water flow 
recirculation, thus allowing the elimination of the heat transfer calculation on the numerical 
simulations, making possible to identify the hot spots by means of association with the 
recirculation. It is emphasized that with this consideration the hot spots can be only 
identified, but not thermally quantified. 


6.2 Geometry 

The water circuit geometry has as basic shape a cylinder with an inlet and an outlet of water 
as presented in Figure 5, where the difference between the external radius, re, and the 
internal radius, ri, is 0.015 m and the length, I, is 0.400 m. These values are limited by both 
the manufacturing process and the motor geometry. Flow directional guides will be inserted 
if needed, after analyzing the simulation results. 


Fig. 5. Basic geometry of water circuit 


To make easy the study of the flow inside the frame, the cylinder was transformed into a 
planned shape with a separation guide between inlet and outlet (configuration I) as 
presented in Figures 6 and 7. In Figure 6 it can be observed the flow inside the cylinder and 
in Figure 7 the flow inside configuration I. It is possible to observe the similar behavior of 
the flow in both of them, allowing for the use of configuration I as the base for the circuit 
optimization. This similarity happened because the gravitational force is considered null 
and, as the channel average speed is approximately 0.04 m/s, the centrifugal force caused by 
the cylinder curvature can be despised. 


6.3 Inlet and outlet channels 

The frame inlet and outlet channels are the main responsible for the pressure drop; 
therefore, an optimization in these regions can significantly reduce the total pressure drop. 
In the analysis of the inlet and outlet channels it was used the planned cylinder technique 
and nine simulations were made. The three more significant ones from these simulations 
will be presented. 
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Fig. 6. Original cylinder 


Fig. 7. Configuration I 


The first simulation presented in Figure 8(a) consists in an inlet channel with circular pipe 
format located in the left side of the water main circuit. In this case, a water flow 
concentration is making tangent to the circuit walls occasioning a low flow in the middle of 
the circuit, which would cause an heterogeneous heat exchange. 

In the second case, presented in Figure 8(b), the flow was improved if compared with the 
first case. In this case a diffuser on the inlet, instead of a pipe, was used. The flow further 
improved when the inlet diffuser was moved to the middle of the main circuit that can be 
seen in the Figure 8(c). 


CFD and Thermography Techniques Applied in Cooling Systems Designs 149 


Fig. 8(a). Inlet and outlet channel 


Fig. 8(c). Inlet and outlet channel 
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Due to the similarities observed during the work between the flow behavior in the inlet and 
in the outlet channels, the improvement of the inlet channel also could be applied to the 
outlet channel. 


6.4 Water circuit 

When the source of heat generation is constant in a surface, the cooling system needs to 
keep a constant fluid speed, keeping the heat transfer coefficient also constant in order to 
avoid undesired speed variation. Then, according to (24), where Q is the volumetric flow in 
m3/s, V the average speed in m/s and S the area of the transversal section of the flow in m2, 
in order to keep the speed constant, the ratio Q/S must be kept constant. In this case, as the 
flow is constant the area can also be kept constant throughout the circuit. Thus the whole 
design of the cooling circuit will be based on this premise. 


O=Vs (24) 


In accordance with the Figure 7 the configuration I presented a good flow, but without 
guides inside the circuit. The absence of these guides could compromise the frame stiffness; 
therefore, other configurations with guides inside the circuit were simulated. Among the 16 
simulated configurations, it was initially expected that the configuration II would present a 
good result, what did not happen, because such configuration caused low speeds in the back 
of the guides, as shown in Figure 9. 

Due to the result obtained with the configuration II, the configuration III, presented in 
Figure 10, is proposed. In this configuration it was obtained the double water speed of the 
initial configuration I, besides presenting a good flow and low pressure drop. 


Fig. 9. Configuration II - intercalated opposite guides 


Fig. 10. Configuration III - central guide with curved guide 
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6.5 Simulation data 

The simulation meshes were made with the software ICEM CFD 11.0.1. The used elements 
were prisms on the walls and tetras inside the mesh, always respecting the quality criterion 
Smooth Elements Globally - Quality with value above 0.2. 

The simulations were made with the software CFX 11.0, using the following simulation 
parameters: 

Heat transfer: None; 

Buoyance: Non buoyancy; 

Turbulence: Shear Stress Transport; 

Convergence criteria: 10° (RMS). 


7. Experiments and thermography 


As yet only one motor with water circuit similar to the configuration I was tested. Due to the 
manufacturing process the dividing guide had been interrupted, therefore, the water inlet 
and outlet were not separated. This fact was confirmed using thermography techniques. 


7.1 Thermal visualization techniques 

To check the guide arrangement inside the channel the following procedure was 
accomplished: the motor was turned on and kept running for 30 minutes without water 
circulation. The water inlet valve was then opened, while keeping the motor working. The 
phenomenon of water filling in the frame channel was recorded by the thermographic 
camera. The sequence captured on the video can be visualized in Figure 11. In this case, the 
outlet is located on the top and not on the lateral of the frame, thus assuring the removal of 
air from the frame inside, as presented in Figures 11(d) and 11(e). 


Fig. 11(a). Water filling frame channel - Closed valve 
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~yw 
Inlet 


Fig. 11(b). Water filling frame channel - time: 10 s 


Inlet 


Fig. 11(c). Water filling frame channel - time: 1 min and 10s 


Inlet 
Fig. 11(d). Water filling frame channel - time: 3 min and 10 s 


CFD and Thermography Techniques Applied in Cooling Systems Designs 153 


Outlet 


Inlet 


Fig. 11(e). Water filling frame channel - time: 10 min 


Through this test it can be observed that two dark bands appear between the inlet and the 
outlet, allowing to affirm that two openings exist on the dividing guide. Theses bands can be 
visualized in Figures. 11(d) and 11(e). Therefore, when the outlet is located on the frame 
lateral, as proposed in the configuration I, the flow passes directly from the inlet to the outlet. 


7.2 Results 

Although the dividing guide between inlet and outlet to have been interrupted, thus 
causing recirculation, this motor presented a temperature rise of 73 °C on the windings, 
below the higher limit of its thermal class (80 °C). 


7.3 Final considerations 

The next steps of this work consist in testing motors of higher power rates in the same frame 
size using the configuration III previously presented. 

When increasing the power in these frames, the bearing temperature can be a limiting factor 
for the motor integrity. Therefore, it is also intended to design motors with water cooled 
bearings. 

Note that in this design step the fouling and corrosion were not considered, however, due to 
its meaning should be contemplated before product execution. 


8. Conclusions 


With the support of the CFD technique it was possible to foresee the water flow behavior 
inside the frame channel without visualizing directly the water flow. Through the use of the 
CFD it was also possible to double the water speed inside the frame channel, thus reducing 
the pressure drop in 18 % when compared with the initial design. 

Another advantages provided by CFD were the reduction obtained both in the development 
time and in the number of prototypes. These advantages have been proven in this work: in 
spite of the 22 frame configurations that have been initially proposed, after the simulation 
results were obtained only the three best prototypes have been actually manufactured. 

The use of thermography techniques in the field of electric motors helps to improve not only 
the development of products, but also the quality control and the maintenance of operating 
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machines in the field. In this case, specifically, it was possible to visualize the guides 
configuration and the water flow inside the frame channel preventing the need to destroy it. 
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1. Introduction 


Advanced oxidation processes (AOPs) play an important role in the degradation or the 
production of a wide range of organic materials. Many organic compounds such as 
pharmaceuticals, dyes, herbicides, and pesticides have been subjected to degradation and 
remediation purposes in water and wastewater treatment systems using AOPs. Some of the 
organic compounds such as drugs, vitamins, or fragrances could be also produced by 
oxidation processes. 

As the standard of living increases, many chemicals such as pharmaceuticals, pesticides, 
herbicides, and dyes are extensively consumed. Each of these products may cause health 
issues by their accumulation in aquatic environment. Pharmaceuticals such as antibiotics are 
partially metabolized and excreted by humans and animals. Improper disposal, dumping, 
and accidental discharge of drugs lead to the increase of the concentration of compounds 
such as analgesics, antibiotics, steroids, and hormones in aquatic environment, which cause 
environmental and health problems. Residual pesticides and herbicides originate from the 
direct pollutant in production plant, disposal of empty containers, equipment washing, and 
surface runoff. High levels of these compounds are toxic, mutagenic, carcinogenic, and 
tumorigenic. Some other wastes such as landfill leachate are subjected to advanced 
treatment methods. Old landfill leachates (>10 years) are nonbiodegradable in nature due to 
the existence of organic compounds with high molecular weights. Although the composition 
of landfill leachates varies widely with respect to the age of the landfill, type of wastes, and 
climate conditions, they can be categorized into four groups of dissolved organic matter, 
inorganic macro components, heavy materials, and xenobiotic organic substances. Another 
type of toxic chemicals which cannot be removed using conventional treatment methods is 
endocrine disrupting compounds (EDCs). EDCs, especially the steroidal hormones, are well 
recognized exogenous agents that interfere with the synthesis, action, and/or elimination of 
natural hormones in the body. Conventional processes are not effective in destruction of 
these types of organic compounds; therefore, powerful advanced treatment processes are 
required in order to mineralize them. There are several options for choosing an oxidation 
process: wet air oxidation, supercritical water oxidation, incineration, and AOPs. 

AOPs have been promising in the treatment of contaminated soils and waters. The AOPs 
could be employed to fully or partially oxidize organic pollutants usually using a 
combination of different oxidants. In contrary to the conventional physical and chemical 
treatment processes, AOPs do not transfer pollutants from one phase to another, i.e., organic 
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pollutants are completely destroyed. Most AOPs are able to generate hydroxyl] radicals. 
These hydroxy] radicals are active and powerful, capable of reacting with almost all types of 
organics, including non-biodegradable and recalcitrant compounds. These oxidizing 
hydroxyl radicals are initiated by photolysis, photocatalysis, sonolysis, radiolysis, and other 
AOPs alone or in combination in the presence of some reagents such as hydrogen peroxide 
(H202), ozone, and homogeneous or heterogeneous catalysts. Hydroxyl radicals are 
extremely powerful, short-lived oxidizing agent, and non-selective in nature and could react 
with a wide range of organic chemicals with reaction constant of several orders of 
magnitude higher than the reaction with molecular ozone under the same conditions. AOPs 
are used to convert toxic, non-biodegradable, inhibitory, and recalcitrant pollutants into 
simpler and less harmful intermediates, so they could be treated subsequently in biological 
processes. Due to the high operating and capital costs of AOPs, the complete mineralization 
of organic compounds using AOPs is practically impossible; therefore they are mainly 
combined with other processes such as biological systems to be cost-effective. With 
sufficient contact time and proper operating conditions and design, the mineralization 
efficiency of the AOPs is maximized by optimization of the processes in such a way that the 
total costs of the processes are minimized while the removal rates of organic pollutants are 
maximized. 

Since conducting experiments is time-consuming and expensive or sometimes impossible to 
do, the modeling of the photoreactors is necessary. Computational fluid dynamics (CFD) is 
one of the numerical methods to solve and analyze the transport equations. CFD has been 
used recently in order to find the velocity, radiation intensity, pollutant concentration 
distribution inside the photoreacotrs (Mohajerani et al., 2010,2011; Qi et al., 2011; Duran et al., 
2011a,b, 2010; Vincent et al., 2011; Denny et al., 2009,2010; Elyasi and Taghipour, 2006; 
Taghipour and Mohseni, 2005; Mohseni and Taghipour, 2004). In this chapter, the velocity 
distribution in ten different configurations of single lamp and multi-lamp photoreactors in 
both laminar and turbulent regimes are provided. Moreover, the light intensity distribution 
inside the photoreactors is also presented. 


2. Photoreactor design 


The design and analysis of photochemical reactors have attracted researchers’ interests for 
the past four decades. The main advantages of the photoreactors over the conventional 
thermal excitation reactors are their selectivity and low operating temperature. In spite of 
these advantages, photoreactors are not widely used in industrial scale. The use of a 
photoreactor results in higher product costs; therefore, the photochemical process is used 
when there are no other available feasible alternative conventional (thermal or catalytic) 
processes. Some other disadvantages such as size limitations, design and construction 
difficulties, and fouling on lamp walls have restricted industrial applications of these types 
of reactors. 

Radiation field is the main characteristic of photoreactors determining the kinetics and the 
photoreactor performance. The photochemical reaction rate is proportional to the local 
volumetric rate of energy absorption (LVREA), an important parameter playing a crucial 
role in the photoreactor design. The LVREA depends on the radiation field presents within 
the photoreactor. The LVREA is a complex function of the lamp intensity, the concentration 
of absorbing species, the geometrical characteristics of the photoreactor system, and some 
other physicochemical properties. The light attenuation caused by the absorbing species 
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makes the LVREA non-uniform. A Photochemical reactor design requires the solution of 
momentum, energy, and mass balances. The expression for the conservation of momentum 
is similar to that of the conventional reactor. It is believed that light irradiation does not 
affect the photochemically reactive fluid flow. The mass balance or continuity equations for 
each compound in the system should be solved simultaneously to find the concentration 
profile of each compound inside the photoreactor. 

The mass and energy conservation equations are directly related to the light irradiation. The 
energy balance can be divided into two parts: thermal and radiant energy balances. 
Although for isothermal photochemical reactions, thermal balances are negligible, a 
complete equation of change for energy balance is required for exothermic and endothermic 
reactions. The first step in the LVREA evaluation is to state a radiant energy balance at 
steady state condition in a homogeneous system. A radiation source model is also needed to 
be considered. Different source models have been developed during the past years to 
describe the radiant energy field and to calculate the LVREA. 

Gaertner and Kent (1958) were among the first group that modeled photochemical reactions. 
They studied the photolysis of aqueous uranyl oxalate in an annular tubular reactor. The 
results of their experiments were correlated with a remarkable accuracy by assuming that the 
rate of photolysis is proportional to the residence time multiplied by the intensity of radiation 
at a particular radial position. They also proposed a mathematical model without considering 
the reactant concentration. Therefore, their model was applicable when the conversion was 
small (less than 12%). The effect of diffusion was also neglected in their model. 

The modeling of radiation field is classified into two categories: incidence and emission 
models. In the former approach, a specific radiation distribution exists in the photoreactor, 
while in the latter approach, the photon emission rate is employed to derive an incidence 
model. Although incidence models are mathematically simple to implement, there is no way 
of using this approach without experimentally adjustable parameters. Therefore, this 
approach cannot be employed as a reasonable systematic method to design photoreactors. 
Different incidence models have been developed and used for photoreactor modeling 
including radial incidence model (Gaertner and Kent, 1958; Schechter and Wissler, 1960; 
Cassano and Smith, 1966, 1967; Cassano eft al., 1968; Matsuura and Smith, 1970b, 1971; 
Santeralli and Smith, 1974; Dolan et al., 1965; Jacob and Dranoff 1969; Williams and 
Ragonese, 1970), partially diffuse model (Matsuura and Smith, 1970a), and diffuse incidence 
model (Jacob and Dranoff, 1969; Williams, 1978; Matsuura et al., 1969; Matsuura and Smith, 
1970c; Harada et al., 1971; Roger and Villermaux, 1983). 

In emission model, a lamp is considered as an emitting line, a surface, or a volume source. 
Different emission models have been developed including line source with parallel plane 
emission model (Harris and Dranoff, 1965), line source with spherical emission model 
(Jacob and Dranoff, 1966, 1968, 1970; Jain et al., 1971; Dworking and Dranoff, 1978; Magelli 
and Santarelli, 1978; Pasquali and Santarelli, 1978), and line source with diffuse emission 
model (Akehata and Shirai, 1972). Line and surface models are classified into specular and 
diffuse emission models. In specular emission, the magnitude of the light intensity vector 
is not a function of the emission angle. Photoreactors equipped with mercury arc and 
neon lamps belong to this class, while fluorescent lamps, in which the magnitude of the 
light intensity vectors depend on the angle of the emission, fall into the diffuse emission. 
There are some great reviews in which developed models describing the light distribution 
in photoreactors are presented in details in the open literature (Alfano et al., 1986a,b; 
Cassano et al., 1995; Alfano and Cassano, 2009). 
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Photoreactors are generally grouped into homogeneous and heterogeneous classes. 
Homogeneous reactors operate in a single phase, gas or liquid, in air and water purification 
systems. In heterogeneous photoreactors, a photocatalyst is added to the system in order to 
increase the process efficiency. Heterogeneous photoreactors are subcategorized into 
attached (immobilized) or suspended (slurry) modes. Most of the early photoreactors have 
employed a titanium dioxide (TiO2) suspension because it offers a high surface area for the 
reactions and almost no mass transfer limitation exists in the system. In slurry 
photoreactors, a recovery step is necessary to separate, regenerate, and reuse the 
photocatalyst. The efficiency of an immobilized system is less than that of the slurry 
photoreactor but the photocatalyst is continuously used for a longer period of time. 

The disadvantages of the slurry photocatalysis include 1) difficulty and time consuming 
process of separation or filtration of the photocatalyst after the photocatalytic process; 2) 
particle aggregation and agglomeration at high photocatalyst concentration; and 3) 
difficulty of using the suspended photocatalyst in continuous processes (Sopyan eft al., 1996). 
To overcome these drawbacks, immobilized photocatalysts are usually recommended. 
Photocatalysts could be immobilized on various supports such as glasses (Sabate et al., 1992; 
Kim et al., 1995; Fernandez et al., 1995; Wang et al., 1998; Piscopo et al., 2000; Sakthivel et al., 
2002; Neti et al., 2010), tellerette packings (Mehrvar et al., 2002), silica (Van Grieken et al., 
2002; Ding et al., 2001; Xu et al., 1999; Alemany eft al., 1997; Lopez-Mufioz et al., 2005; 
Marugan et al., 2006), polymers (Kasanen et al., 2009), and clays (An et al., 2008). 

The analysis and design of photochemical reactors have received increasing interests in 
chemical engineering recently. The photochemical reactors could be used to either produce 
and synthesize chemicals or destroy water and wastewater contaminants. The 
photochemical reactors are one of the least well known industrial reactors. As mentioned 
earlier, the main advantages of the photochemical reactors over the conventional ones are 
their selectivity and low reaction temperature. These advantages have become the subject of 
several reviews (Doede and Walker, 1955; Marcus et al., 1962; Cassano et al., 1967; Shirotsuka 
and Nishiumi, 1971; Roger and Villermaux, 1979). 


3. Radiation field properties 


A bundle of rays with a specific energy carrying photons is called spectral specific intensity 
and radiance. This parameter plays a detrimental role in radiation field inside a 
photoreactor. The spectral specific intensity is defined as the total amount of radiative 
energy passing through a unit area perpendicular to the direction of propagation, per unit 
solid angle about the direction, per unit frequency, and per unit time. Therefore, the spectral 
specific intensity unit is Einstein per square meter per stradian, per unit frequency, and per 
second (Cassano et al., 1995): 


I,(x,Q,t,0)= lim a (1) 
dA,dQ,dt,do-0\ dA cos @dQdtdv 


Another important photochemical property is the spectral incident radiation that could be 
calculated by integrating the spectral specific intensity over the entire photoreactor volume 
as follows: 


G, = [1,do (2) 
Q 
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In spherical coordinates, the spectral incident radiation could be written as follows (Cassano 
et al., 1995): 


A; $, 
G, =f | I, sinadgao (3) 
a 


Equation (3) is valid for the monochromatic radiation while for the polychromatic radiation, 
an extra integration is required as follows (Cassano et al., 1995): 


02 A, br 
G,= | f [1 .sinodgdodo (4) 
0, A b 
The local volumetric rate of energy absorption (LVREA), the absorbed intensity, is the 
product of the spectral specific intensity and the absorption coefficient. The rate of a 
photochemical reaction is the product of the LVREA and the quantum yield. The quantum 
yield indicates the number of moles of chemicals reacted per moles of photons absorbed. 


4. Photon transport equation 


The photon balance in a photochemical reactor can be written as follows (Ozisik, 1973; 
Cassano et al., 1995; Alfano and Cassano, 2008): 


timerate of change | | net flux of Q,v photons net gainof Q,vphotons owning 
of Q,v photonsin |+| leaving the volume =| toemission, absorption, in — scattering, | (5) 
the volume across the surface A and out - scattering in the volume 


The right hand side of Equation (5) could be divided into two sources (emission and in- 
scattering) and two sink (absorption and out-scattering) terms, therefore, the photon balance 
equation could be written as follows (Cassano et al., 1995): 


1g, 
C 


+¥5(Iaott) = (Wir + War) (Wa + War) 6 


The absorption and emission terms are useful for both homogeneous and heterogeneous 
photochemical reactors. The loss of photons due to the absorption could be calculated using 
the following expression (Cassano et al., 1995): 


W” =K,(x,t)1,(x,Q,t) (7) 


where K;, is the absorption coefficient, which shows the fraction of the incident radiation that 
is absorbed by the molecule per unit length along the path of the beam. The emission term 
highly depends on temperature as shown in Equation (8). Photolytic and photocatalytic 
reactors usually operate at low temperatures, therefore, this term can be neglected for 
photoreactor modeling: 


We" =K,(x, 1p T (x,t) (8) 
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The following two equations account for the gain and loss of photons due to in-scattering 
and out-scattering, respectively (Cassano et al., 1995). In homogeneous photoreactors, these 
two terms (in-scattering and out-scattering) are neglected due to the absence of 
semiconductors: 


in 1 { ’ ' ' ' ' 
We [J a (xt)p(o' > 0,0! > OQ), (x, f)dv'dO (9) 
® onan v'=0 


Wet! Sa, t)1,(x,0,1) (10) 


Q,0 


5. Principles of photocatalysis 


The photocatalytic process in a heterogeneous photoreactor takes place in the presence of a 
semiconductor photocatalyst, in which the whole process is divided into five stages as 
follows (Herrmann, 1999; Fogler, 1998; Qi et al., 2011): 

e Mass transfer of the organic compounds in the liquid phase to the photocatalyst surface; 
e Adsorption of the pollutants onto the photoactivated semiconductor surface; 

e Heterogeneous photocatalytic reaction; 

e Desorption of the product(s) from the photocatalyst surface; and 

e Mass transfer of the product(s) from the interface region to the bulk solution. 

The most common photocatalyst is titanium dioxide (TiOz) which catalyzes the reaction as a 
result of the interaction of the electrons and holes generated during the photocatalytic 
process. Titanium dioxide has a diverse range of applications especially in paint and 
coatings, plastics, sunscreens, ointments, and toothpaste. The whiteness, brightness, and 
opacity of titanium dioxide make the powder as a good option for a wide range of 
applications. Titanium dioxide exists in three different crystalline polymorphs: rutile, 
anatase, and brookite. TiO2 powders could be employed in solar and UV irradiation systems 
(photoreactors) because this semiconductor has a high transparency to visible light, high 
refractive index, and low absorption coefficient. 

Wide range of metal oxides and sulfides have been used as photocatalysts including ZnO 
(Daneshvar et al., 2004; Sakthivel et al., 2003; Kormann et al., 1988; Khodj et al., 2001; 
Gouvéa et al., 2000; Lizama et al., 2002; Kansal et al., 2007; Chakrabarti and Dutta, 2004), 
WOs3 (Waldner et al., 2007; Sayama et al., 2010; Saepurahmanet et al., 2010; Cao et al., 2011), 
WS? (Jing and Guo, 2007), FexO3 (Chen et al., 2001; Bandara et al., 2001; Pal and Sharon, 
1998), V2Os5 (Akbarzadeh et al., 2010; Teramura et al., 2004a,b), CeOz (Lin and Yu, 1998; 
Coronado et al., 2002; Ji et al., 2009; Song et al., 2007), CdS (Bessekhouad ef al., 2004; 
Reutergardh and Langphasuk, 1997; Tang and Huang, 1995), ZnS (Torres-Martinez et al., 
2001), and CuO (Lim and Kim, 2004; Sathishkumar et al., 2011; Nezamzadeh-Ejheieg and 
Hushmandrad, 2010). 

The light intensity in homogeneous and heterogeneous photoreactors determines the 
LVREA which is proportional to the rate of photochemical reaction. The light distribution in 
homogeneous photoreactors is well established. However, the heterogeneous photoreactor 
containing semiconductor particles makes the photoreactor modeling extremely difficult. In 
homogeneous photoreactors, the main solution parameter is the absorption coefficient, 
while in heterogeneous photoreactors, the absorption and scattering coefficients must be 
determined simultaneously. 
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6. Momentum balance and computational fluid dynamics 


The momentum balance equations are applied for two flow regimes: the laminar and turbulent 
flow for these two single and multi-lamp photoreactors. The fluid flow in laminar regime is 
described by Navier-Stokes equation. For the case of the turbulent flow, different known 
models have been developed. Among them, the k-e model has shown a great attraction to 
researchers for modeling turbulent flows. The k-e model is a two-equation model in which 
fluctuating velocities and Reynolds stresses have been related to the properties of the turbulent 
flow itself such as k and e. These two fluid flow properties are the turbulent kinetic energy per 
unit mass of the fluctuating components (k) and the turbulent dissipation rate of the kinetic 
energy (¢), respectively. The continuity equation and steady state momentum balances for an 
incompressible fluid are described by following equations (Bird et al., 2002): 


V:V=0 (11) 


pV VV =-VP+¥"(u+ pyr)(VV +(VV)" |+F (12) 


In these equations, p, V, and P, represent the density, time-averaged turbulent velocity, and 
time-averaged pressure, respectively. The w and nr are the dynamic and kinematic 
turbulent viscosities, respectively. F is also the external force on the control volume. 
The k-e model depicts that the kinematic turbulent viscosity (77) at any point should depend 
only on k and ¢ at that point according to the following expression (Bird et al., 2002): 


k2 
Nr = C, — (13) 
é 


where C, is an adjustable model constant. The turbulent kinetic energy (k) is the average 
kinetic energy per unit mass of eddies in the turbulent flow that is produced by the buoyant 
thermal and mechanically generated eddies based on the following equation (Bird et al., 2002): 


= SS 
k = (uw +0" +0") (14) 

2 
Parameters u,v’, and w’are the fluctuating velocities in x, y, and z directions, respectively. 


The steady state equations for the turbulent kinetic energy (k) and the turbulent dissipation 
rate (e) are as follows (Wilkes, 2005): 


Ck? ke #2 i 
pV *Vk=V"\| ut+p Vk + pC, —(VV +(VV) —é (15) 
OLE é 
Ck 2 2 
prveney ve) ap pee pC,C,k(VV +(VV)" | fey (16) 


All five model constants have been selected as follows such that the k-e model gives an 
estimation that fits reasonably well with the experimental data (Wilkes, 2005): 


C,, = 0.09; C,, = 1.44; Cog= 192; o,= 10; and  of=13. 07) 
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Equations (15) and (16) along with continuity and momentum Equations (11) and (12) should 
be solved simultaneously. Boundary conditions for the momentum balance are as follows: 
Inlet of the photoreactor: The inflow velocity is specified by the ratio of the volumetric flow 
rate to the surface area. The k and ¢ are also calculated as follows: 


15 
a) 
aes 2 
ez 3I7 (v"); Ze eee ; (18) 
2 Lee 

where I; and Ly are the turbulent intensity scale (initial turbulence intensity) and turbulent 
length scale (eddy length scale). Their magnitudes could be calculated by Equations (19) and 
(20), respectively (Wilkes, 2005): 


I, = 0.16Re*/® (19) 


Ly =0.07L (20) 


Outlet of the photoreactor: A normal flow is assumed so that the normal stress in the outlet is 
zero. Therefore, the gradient of k and ¢ are also calculated as follows (Wilkes, 2005): 


Vk=0 ; Ve=0 (21) 


Walls of the photoreactor: No slip boundary condition could be assumed for the photoreactors 
and all the walls of the lamps. However, the logarithmic wall function is used for walls as a 
modification of the k-e model. The boundary conditions for the k-e model at a no-slip wall are 
obvious, but the near-wall behavior of the model, especially the e-equation, is not appropriate. 
Therefore, the model produces poor results when integrated to the wall without modification. 
In fact, the integration of the k-e model through the near-wall region and application of the no- 
slip conditions yield unsatisfactory results. Therefore, the logarithmic wall function is used as 
the boundary condition on the walls of the photoreactor and lamps. In the near-wall region, 
therefore, the equation is solved for the first grid node away from the wall. The logarithmic 
wall function for a smooth pipe, therefore, is as follows (Wilkes, 2005): 


#7 =5,5425Iny" 
where (22) 


yt -tNtw/e +s 


and u,= 


u/p ea 2 


in which y*, uz*, and Tw are the dimensionless distance from the wall, the dimensionless 
velocity, and the wall shear stress, respectively. The y and u, are the distance from the wall 
and time-averaged axial velocity, respectively. 

Simultaneous solution of Equations (11), (12), (15), and (16) as well as applying boundary 
conditions give various flow characteristics such as velocity distribution, minimum and 
maximum velocities, turbulent kinetic viscosity, turbulent kinetic energy, turbulent 
dissipation rate distribution, and vorticity. Equations (10) to (21) are applicable to both 
single and multi-lamp photoreactors. 
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7. Case study 


Annular photoreactors are the most common continuous photoreactors. These types of 
photoreactors contain one or more UV lamps with quartz sleeve around them. In this study, 10 
different photoreactor configurations were considered for modeling purposes as listed below: 
a. Single lamp photoreactor, the UV lamp is located at the center of the photoreactor; 

b. Two lamp photoreactor, each of them located at 0.5R from the center line of the 


photoreactor; 

c. Two lamp photoreactor, each of them located at 0.25R from the center line of the 
photoreactor; 

d. Two lamp photoreactor, each of them located at 0.75R from the center line of the 
photoreactor; 

e. Four lamp photoreactor, each of them located 0.5R from the center line of the 
photoreactor; 

f. Four lamp photoreactor, each of them located 0.25R from the center line of the 
photoreactor; 

g. Four lamp photoreactor, each of them located 0.75R from the center line of the 
photoreactor; 

h. Four lamp photoreactor, two of them at 0.5R and two at 0.25R from the center line of the 
photoreactor; 


i. Four lamp photoreactor, two of them at 0.5R and two at 0.75R from the center line of the 
photoreactor; and 
j. Four lamp photoreactor, two of them at 0.25R and two at 0.75R from the center line of 
the photoreactor. 

In all cases, the diameter of the quartz sleeve is assumed to be 15 mm with the photoreactor 
radius (R) of 200 mm. The cross sections of these photoreactors (a to j) are shown in Figures 
1, 2, and 3. 

The flow domains inside these photoreactors were simulated both in laminar and turbulent 
regimes. The inlet velocities for laminar and turbulent regimes were assumed to be 0.01 and 
1 ms, respectively. In laminar flow, the 3D Navier-Stokes equations were solved in 
cylindrical coordinates for single lamp and Cartesian coordinates for multilamp 
photoreactors. In turbulent regime, the k-e turbulent model was used. The velocity field 
determination is important in the photoreactor design. The local velocity determines the 
residence time of the solution at a specific point. As mentioned earlier, the radiation 
intensity inside the photoreactor is highly non-uniform; therefore, there must be a trade-off 
between the residence time and the radiation intensity received at particular location. 
Figures 1 and 2 depict the velocity distributions at the outlet of the photoreactors in 
turbulent and laminar regimes, respectively. From these two figures, three distinct regions 
could be considered: the region around the UV lamp(s), the region around the photoreactor 
wall, and the remaining parts. A lower velocity is observed around the UV lamps due to the 
no-slip boundary condition; therefore, a higher residence time is obtained near the UV 
lamps. On the other hand, around the UV lamp, a higher LVREA exist. Both higher 
residence time and greater radiation intensity result in a higher degradation of pollutants in 
water. The region near the photoreactor wall also has lower velocity and higher residence 
time, but the LVREA in this region is the lowest compared to those of the other regions. The 
light intensity was also simulated for these ten photoreactors as shown in Figure 3. In 
multilamp photoreactors, the light intensity of UV lamps could provide a synergetic effect 
depending on their location. Although closer UV lamps (in four lamp photoreactor) provide 
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higher light intensity in the photoreactor center, the shadowing effect of the lamps reduces 
the light intensity in the region near the photoreactor wall. A comparison between Figures 
3e and 3f show that the photoreactor in Figure 3f performed a higher light intensity at the 
center, however, the shadowing effect is high, therefore, Figure 3e shows a good trade-off 


between the synergetic effect and the shadowing effect. 
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Fig. 1. Velocity distribution at the outlet of the photoreactors (turbulent regime). All 
geometries are defined in Section “Case study”. 
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Fig. 2. Velocity distribution at the outlet of the photoreactors (laminar regime). All 
geometries are defined in Section “Case study”. 
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Fig. 3. Light intensity distribution at the outlet of the photoreactors for both laminar and 
turbulent regimes. All geometries are defined in Section “Case study”. 


8. Conclusions 


The degradation and mineralization of polluted waters containing non-biodegradable 
compounds have become increasingly important. CFD modeling helps to design, optimize, 
and scale-up photochemical reactors. Velocity, light, and pollutant(s) concentration 
distribution would give better understanding of photoreactors operation for further 
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decisions. Velocity and light intensity distribution in ten different annular photoreactors were 
described. Velocity profiles were sketched for both laminar and turbulent flows. The effect of 
number and location of UV lamps was studied to find the enhancement in light distribution in 
multi-lamp photoreactors. Closer UV lamps performed a higher light intensity in the center of 
the photoreactor but the closer lamps provided a higher shadowing effect. 
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10. Nomenclature 


A area, m? 

C light speed, m.s1 

Ey activation energy for frequency v, J.mol! 
ie external force, kg.m.s? 

Gy incident radiation, Einstein.s*1.m-2 

I, Specific intensity for frequency v, Einstein.s-1.m-2.sr-1 
le turbulent intensity scale, dimensionless 
k turbulent kinetic energy, m2.s2 

K reaction rate constant, m3.mol.-!s-! 

Le turbulent length scale, m 

L equivalent diameter of the photoreactor, m 
P time-averaged pressure, pa 

R photoreactor radius, m 

t time, s 

T temperature, K 

u’ fluctuating velocity in x direction, m.s+ 
uz* dimensionless velocity 

V time-averaged turbulent velocity, m.s* 
v’ fluctuating velocity in y direction, m.s? 
w’ fluctuating velocity in z direction, m.s7 
Ww gain or loss of energy, Einstein.s-.m°%.sr1 
x position vector, m 

y position on y-axis (distance from the wall), m 
y* dimensionless distance from the wall 
Greek letters 

€ turbulent dissipation rate, m2.s3 

NT turbulent kinematic viscosity, m2.s 

6 spherical coordinate, rad 

Ll dynamic viscosity, kg.m-1.s1 

v frequency, s! 

p density, kg.m° 

oO volumetric scattering coefficient, m1 


Tw wall shear stress, kg.m-!.s2 
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d spherical coordinate, rad 
Q unit vector in the direction of propagation, dimensionless 
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1. Introduction 


In the frame of the Future Launchers Preparatory Program, carried out by the European 
Space Agency, the vertical take-off (VTO) Hopper - reusable launch vehicle concept is 
investigated (Guédron, 2003) (Kauffmann, 2006). 

The VTO Hopper is a reusable, winged sub-orbital single stage vehicle, featuring a circular 
cross-section, designed for vertical take-off. The launch vehicle is composed of a reusable 
booster (the Hopper) and an expendable upper stage, mounted on top of it (Pezzella et al., 
2009). 

After the staging at suborbital altitude (> 130 km), the reusable booster will follow a ballistic 
arc trajectory, will re-enter the Earth’s atmosphere, and will then perform a downrange 
landing (Pezzella et al., 2009). 

The upper stage will deliver a payload up to 8 Mg in geostationary transfer orbit. 

In this chapter the current aerodynamic analysis related to the launcher design is described. 
The goal was to define the aerodynamic data-base of the vehicle in order to provide the 
necessary input for the Flight Mechanics analysis. 

Different design approaches were adopted in this work. In fact, aerodynamic analysis has 
been performed starting from engineering based methods, in order to rapidly accomplish 
the preliminary aerodynamic database to generate a number of possible re-entry trajectories, 
able to fulfill the program requirements. To do these analyses, a three dimensional (3-D) 
panel methods code, based on the simplified Newtonian approach and local inclination 
methods typical of hypersonics, was employed (Bertin, 1994). 

Increasing the order of complexity, a number of detailed computational fluid dynamics 
(CFD) analyses have been carried out to more deeply characterize the hypersonic re-entry 
environment of the vehicle. 

To this end, 3-D Euler and Navier-Stokes numerical flowfield computations were performed 
at different Mach numbers and angles of attack, at the most critical flight conditions of the 
vehicle descent trajectory. 

In the chapter, qualitative summaries of the results are given for each aerodynamic force 
and moment coefficient as function of Mach number, Reynolds number and angle of 
attack. 
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2. The VTO-Hopper concept 


The VTO-Hopper is one of the possible future launch systems which are investigated within 
the Future Launchers Preparatory Program (FLPP) (Tomatis et al., 2006). The vehicle 
architecture is shown in Fig. 1 (Pezzella et al., 2010). 


Fig. 1. The VTO-Hopper concept in ascent (left) and descent Configuration (right) 


The vehicle concept is a two stage space transportation system comprising a fully reusable 
first stage, which starts vertically and performs a parabolic suborbital trajectory, and a 
dispensable second stage, carrying the payload. 

The first stage, designed as a winged reentry body, will return to Earth to a point 
downrange of the launch site and land horizontally. 

The current shape features a circular cross section of the body fuselage with wings in low 
position and a vertical fin. The circular shape has been adapted in order to introduce body 
flap. 


2.1 The mission scenario 

The design trajectory of the VTO-Hopper on which the aerodynamic design activities were 
performed is depicted in Fig. 2. 

It shows, in the upper side, the altitude versus time spent to reentry starting at entry 
interface (e.g. 120 Km), while in lower part the Mach and angle of attack (AoA) profiles 
versus time to reentry are reported. 


3. Description of design approach and used tools 


A summary review of the aerodynamic characteristics of the VTO-Hopper concept is 
performed. These evaluations were aimed only to carry out a preliminary aerodynamic 
database (AEDB) for such configuration, compliant with a phase-A design level (Pezzella 
et al., 2008). The range between Mach 2 and Mach 20 was analyzed, with the goal to 
provide aerodynamic database for the flight mechanics analyses. The aerodynamic 
coefficients have been provided as a function of Mach number, and angle of attack (zero 
sideslip angle and no active control surface deflections) according to the space-based 
design approach (Pezzella et al., 2009). 
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This approach dictates the generation of a complete data set as function of a number of 
independent parameters (i.e. M.,, Re., a, 8). Then, by using engineering based design, one 
can rapidly develop aerodynamic database as a function of the freestream parameters in a 
matter of hour (Bertin, 2004). 

In the present analysis only continuum regime (supersonic and hypersonic speed ranges) 
with the air modeled as perfect gas has been studied. 

It is worth to underline, however, that at high altitudes the rarefaction and real gas effects 
should be taken into account when the vehicle is flying at high Mach number, being the 
AEDB strongly affected by both these aspects (Bertin, 2004). Therefore, for the prosecution 
of vehicle design (i.e. phase B and C) more reliable design methodologies are mandatory. 

In the following paragraphs the tools used for the analysis are described. 
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Fig. 2. The VTO-Hopper design trajectory in Altitude-time map (up) and Mach no/ AoA vs 
time to reentry (down) 
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3.1 Aerodynamic analysis tools 

The VTO-Hopper has a number of extreme loading flight conditions for which analyses are 
required. It must return from orbit, fly trimmed throughout hypersonic and supersonic 
regimes until landing is gained, and withstand severe aeroheating. An accurate 
aerodynamic analysis of all these flight conditions is very complex and time consuming, and 
is not compatible with a Phase A design study, in which fast predicting methods are 
mandatory (Pezzella, 2011). Therefore, the evaluations of the vehicle AEDB and of its 
reentry aerothermal environment were mainly performed by means of engineering tools, 
while a limited number of more advanced CFD computations were performed in order to 
verify the attained accuracy and to focus on some critical design aspects not predictable 
with simplified tools. Engineering based aerodynamic and aerothermodynamic analyses 
were extensively performed by using a 3D Panel Methods code developed by CIRA (SIM- 
Surface Impact Method) in the frame of its research activities on preliminary design of 
reentry vehicles (Pezzella, 2011). This tool at high supersonic and hypersonic speeds is able 
to accomplish the aerodynamic and aerothermodynamic analyses of a complex reentry 
vehicle configuration by using simplified approaches as local surface inclination methods 
and approximate boundary-layer methods, respectively. Surface Impact Methods (SIM), 
typical of hypersonics, are: Newtonian, Modified Newtonian, Tangent cone and Tangent 
Wedge theories (Bertin, 2004). 

In Fig. 3 is shown a typical mesh surface of VTO-Hopper that has been used for the 
engineering level computations (Pezzella, 2011). 

On the other hand the numerical code used to carry out the CFD analyses of the VTO 
vehicle concept is the CIRA code H3NS (Pezzella et al., 2009). It solves the flowfield 
governing equations, including chemical and vibrational non-equilibrium, with a finite 
volume approach; a flux difference splitting upwind scheme is used for the convective 
terms, with a 24 order ENO-like reconstruction of cell interface values. The viscous fluxes 
are calculated by central differencing, i.e. computing the gradients of flow variables at cell 
interfaces by means of Gauss theorem. Time integration is performed by employing an Euler 
Forward scheme coupled with a point implicit treatment of the species and vibration 
energies source terms. Also a parallel version of the code is currently available. Several 
boundary conditions are available for the viscous computations, including different 
catalycity models and the possibility to assign at the wall a fixed temperature or a radiative 
equilibrium condition (Pezzella et al., 2009). 


Fig. 3. Example of surface mesh used for engineering analysis 
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CFD computations have been carried out on a multiblock structured grid similar to that shown 
in Fig. 4 that is generated with the commercial tool ICEM-CFD. The grid used for Euler 
calculations has consisted of 62 blocks for an overall number of 829000 cells (half body). 


Z 


Fig. 4. Example of multiblock CFD domain. Mesh on symmetry plane and vehicle surface 
(left). Mesh on vehicle surface (right) 


The grid is tailored for the freestream conditions of the trajectory check points, that are 
summarized in Table 1. 

The distribution of surface grid points was dictated by the level of resolution desired in 
various areas of vehicle such as stagnation region and base fillet, according to the 
computational scopes. Grid refinement in strong gradient regions of flowfield was made 
through a solution adaptive approach. 


4. Aerodynamic analysis and features of the VTO-Hopper vehicle in ascent 
and descent configuration 


The VTO Hopper launcher consists of a rather conventional slender missile-like vehicle with 
a small delta planform wing (37.2° leading edge sweep) at very rear position and a central 
vertical stabilizer, as basic shape. The concept shows a circular cross section with a loft fillet 
on the belly side to accommodate the wing (blended wing body interface). The Wing 
geometry data are: root/tip chord: 11.70 m / 4.914 m; half span b/2: 11.63 m; wing leading / 
trailing edge angle: 37.23° / 10°; apex longitudinal position (from the base of the fuselage): 
11.70 m; angle of incidence (setting) of the wing: 3°; dihedral: 3°. 

With these data the wing surface is equal to 193.23 m2. 

The VTO-Hopper is characterized by a clean aerodynamic configuration, (i.e. controls in 
neutral position), that is depicted in Fig. 5 for ascent and descent flight. 
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Fig. 5. Vehicle clean aerodynamic configuration for ascent (up) and descent flight (down) 


The aerodynamic controls comprise rudders on the vertical tail, elevons and ailerons on the 
wings, and a body flap underneath the main engines in order to provide maneuverability 
and longitudinal stability during atmospheric descent. At hypersonic speeds a surface 
behind the vehicle centre of gravity (CoG) balances the nose up pitching moment typical of 
such kind of vehicle configuration at hypersonic speeds (Bertin, 2004). Normalizing the 
vehicle overall dimensions by fuselage length (Lre=58.8 m), the VTO-Hopper is 
characterized by the following normalized reference data: 

e BB’ (wing span)=0.54; 

e S’ (reference surface)=0.056; 

e — X’mrp=0.69; Y’vrp=0; Z’mrp=0; 

In the following, the aerodynamic analysis is shown in term of lift (C,), drag (Cp) and pitching 
moment (Cmy) coefficients which are calculated according to Eq. 1 and Eq. 2, respectively. 
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4.1 The VTO-Hopper aerodynamic for ascent flight 

The aerodynamic performance of VITO Hopper in ascent flight has been carried out starting 
from the results summarized in (Guédron et al., 2003) for the French concept RFS. The 
geometry of RFS launcher configuration with booster, expendable upper stage and fairing is 
shown in Fig. 6. 
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Fig. 6. RFS Configuration. Dimensions in [m] (Guédron et al., 2003) 


As one can see this vehicle concept is characterized by an aerodynamic configuration very 
close to the VTO one, except for canard flight control surfaces mounted in front of launcher. 
Therefore, the preliminary ascent AEDB of the VTO-Hopper has been built by properly 
scaling the RFS’s AEDB on the base of VTO aerodynamic configuration features. 

For the RFS launcher configuration the aerodynamic coefficients are summarized in Fig. 7 
(Guédron et al., 2003). 
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Fig. 7. Aerodynamic coefficients for ascent flight of RFS launcher (Guédron et al., 2003) 
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Starting from those data the preliminary AEDB of the VTO-Hopper is synthesized in the 
following Fig. 8 through Fig. 10. 
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Fig. 8. Lift coefficients vs AoA for ascent flight 
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Fig. 9. Drag coefficients vs AoA for ascent flight 
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Fig. 10. Pitching moment coefficients vs AoA for ascent flight 


4.2 The VTO-Hopper aerodynamic for descent flight in clean configuration 

The re-entry scenario of the VTO-Hopper launcher is summarized in the following Fig. 11 
where the flight profile refers to the altitude-velocity map. Moreover, the Mach and 
Reynolds numbers grid is also reported in order to characterize the aerodynamic flight 
scenario of the booster. 
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Fig. 11. The VTO-Hopper re-entry trajectory in the altitude-velocity map 
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Mach number ranges from 2 to 20 while five Reynolds numbers (i.e. [1, 3, 8, 20, 70]x10°) with 
respect to Lre¢are displayed. It must be noted that the ranges of Mach and Reynolds numbers 
were chosen in such a way to cover a wide part of the reentry flight, especially the most 
critical one from the aeroheating point of view (i.e. M..=13.4) (Pezzella et al., 2009). 

For the VITO-Hopper booster, the following reference parameters have been chosen in order 
to make aerodynamic forces and moments non-dimensional coefficients (see Fig. 12): 

e = Lref =58.8 [m] (Fuselage length - longitudinal reference length); 

© = Step =193.23 [m2] (wing wetted area - black in Fig. 12 -) 

e Pole coordinates are (0,0,0) [m] (e.g., vehicle nose); 


Fig. 12. The VTO-Hopper booster reference parameters 


Based on reentry flight scenario summarized in Fig. 11 the aerodynamic data set was 
generated for the following ranges: 
e 2 <M<20 [2,3,5, 7,10, 15, 20]; 


e 0° <a<50° [0, 5, 10, 15, 20, 25, 30, 35, 40, 45, 50]; 
e 10¢<Re< 70x 106[1, 3, 8, 20, 70] x 106; 
e B =(0° 


Neither lateral directional analysis nor wing and body flap effects have been taken into 
account in this report. 

As an example, results for M,=5 are summarized in Fig. 13, where the static pressure 
distribution over the wetted vehicle surface for two AoAs (i.e. 10 and 30 deg) is reported. 
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Fig. 13. Pressure coefficient contours on the vehicle surface at M..=5, AoA=10 deg (up) and 
30 deg (down) 


Ranging AoA from 10 to 30 deg, as highlighted by pressure coefficient contours, the Hopper 
configuration must exhibit very different aerodynamic performance. For example, Fig. 14 
shows that starting from AoA=0 deg the booster aerodynamic efficiency straightly increases 
reaching the peak of about 1.6 at AoA=15 deg, and then it decreases up to about 0.7 at 
AoA=30 deg. 
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Fig. 14. Booster aerodynamic characteristics at M..=7 
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By conclusion, looking at Fig. 15 one can appreciate an overview of booster’s aerodynamic 
efficiency for the whole Mach number and AoA regimes. 

Note that lift-to-drag ratio (L/D) is the most important feature of vehicle aerodynamic 
performance, which has a direct impact on cross-range capability of a re-entry vehicle that 
reaches its nominal landing site (DLRS) at the end of space mission by unpowered flight. 
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Fig. 15. Booster aerodynamic efficiency vs Mach number, for different AoA 


As clearly shown, the Oswatich principle (independence of aerodynamic coefficients to M..) 
is satisfied starting already from Mach=7 (Bertin, 2004). 


4.2.1 Preliminary evaluation of wing planform shape on the booster aerodynamic 
performance 

Generally speaking the wing shape may influence markedly the aerodynamic and 
aerothermodynamic performance of a launcher (Viviani and Pezzella, 2009). 

In hypersonic flow conditions, for example, the presence of a wing sweep angle (A) 
influences both the aerodynamic efficiency (E‘) and wing leading edge aeroheating. 

Fig. 16 shows qualitatively that the more wing sweep angle (A) the more the aerodynamic 
efficiency. This is true only up to A* where a reversal occurs and Eg begins to decrease. 
Typically A* ranges between 65 deg and 75 deg. 

Detailed trade-off analyses on wing planform shape are beyond the scopes of this chapter. 
However, the effect of five different wing planform shapes on whole launcher’s 
aerodynamic efficiency has carried out in a very preliminary analysis. 
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A simplified approach has been used to build the wing. Each of them has been derived by 
scaling up the baseline geometry, in x and y directions, by different factors. 

An overview of these wing planforms are shown in Fig. 17. The first wing, identified as step 
#1, has been obtained scaling up the baseline one in x-direction by 1.5, taking constant y. 
The second one (e.g., step #2) is characterized by a x scaling of a factor of two. 


Fig. 16. Qualitatively behavior of Eff vs wing swept. 


The wing number three (step #3) differs from the baseline one for a y scaling by a factor of 
1.3. The step #4 identifies a wing obtained by x and y scaling up the baseline by a factor of 
1.5 and 1.3, respectively. 

Finally, the wing step #5 is obtained by x and y scaling the baseline wing by a factor of 2 and 
1.3, respectively. 

Fig. 18 shows the comparison between the baseline configuration on the left side of the 
booster and the modified wing (e.g., step #i) on the right side. Therefore, one can appreciate 
at same time the wing differences. 

The effect of each wing shape is summarized in Fig. 19 where is shown the AE¢ (e.g., 
aerodynamic efficiency with respect the baseline at the same AoA) versus AoA at M:=7. 
Note that this Mach number was chosen as representative of whole hypersonic regime on 
the base of Oswatich principle. As one can see, a strong effect can be appreciated only 
around AoA=10 deg. Therefore, if the vehicle re-enters flying at an AoA higher than 20 deg 
no matter is wing planform shape on aerodynamic performance for a configuration as such 
that of VTO Hopper. 
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Fig. 17. The VTO-Hopper booster with different wing planform shapes 
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Fig. 18. The VTO-Hopper booster with base line wing (left side) and different wing 
planform shapes (right side) 
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Fig. 19. AEs vs AoA for each different wing planform shape 


5. Reliability of design activities 


By conclusion several comparisons are provided between results of present analyses and 
data provided by more reliable CFD computations. 

For instance, since aerodynamic analyses are based on empirical correlations and 
approximate theories, it is important that they are calibrated against the more accurate CFD 
results. Therefore, on the base of the reentry scenario of VTO Hopper (see Fig. 11) a number 
of flight conditions have been chosen to carry out CFD computations. Those numerical 
computations will allow anchoring engineering analyses in order to verify the attained 
accuracy of these simplified analyses and to focus on some critical design aspects not 
predictable with engineering tools. Those control points are reported in Fig. 20 while the 
CFD test matrix is summarized in Table 1. 

As one can see, each check point lies within the flight scenario foreseen for a typical 
mission profile of the booster. Note that each red box identifies a CFD run (e.g., check 
point), therefore the results of twelve CFD Euler computations were considered within the 
vehicle design. 

In the following figures some of the main results obtained for booster configuration are 
shown. 
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For example, Fig. 21 shows the normalized temperature contours field both on the vehicle 
symmetry plane and booster outer surface when the vehicle is flying at M..=5 and 
AoA=10 deg. 
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Fig. 20. The VTO-Hopper booster re-entry scenario with control points for CFD analyses 


Table 1. The CFD Test Matrix 


Looking at contour field on the vehicle symmetry plane one can appreciate the strong bow 
shock that occurs ahead of vehicle during descent. This shock surface envelopes the vehicle 
and may impinge on wing leading edge (e.g., shock-shock interaction - SSI) thus increasing 
locally the heat flux (overheating) that the vehicle thermal shield has to withstand, as shown 
in Fig. 22 where the Mach number contour field in the cross plane where bow shock 
impinges over the wing for M.=10, AoA=20 deg is displayed. Therefore, analyses of SSI 
with overloads (pressure and heat flux) at impingement are mandatory for a reliable vehicle 
design (Viviani and Pezzella, 2009). 
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Fig. 21. Normalized temperature contours on symmetry plane and vehicle surface at M..=5, 
AoA=10 deg. Euler computation. 


Fig. 22. Mach number contours in the cross plane where bow shock impinges over the wing 
(SSI) for M..=10 and AoA=20 deg. Euler CFD computation 


Further flowfield features can be recognized in Fig. 23, where the normalized pressure 
contour field is shown for M..=5 and AoA=20 deg. 
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Fig. 23. Normalized pressure contours on vehicle surface at M..=5, AoA=20 deg. Euler 
computation 


For what concerns the reliability of aerodynamic coefficient from Fig. 24 to Fig. 29 it can be 
clearly noted the good agreement between the engineering-based aerodynamics and the 
CFD data. 
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Fig. 24. Lift coefficient vs AoA. Comparison between SIM and CFD Euler at M,,=10. 
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Fig. 25. Drag coefficient vs AoA. Comparison between SIM and CFD Euler at M.,=10. 
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Fig. 26. Pitching moment coefficient vs AoA. Comparison between SIM and CFD Euler at 
M..=10. 
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Fig. 27. Lift coefficient vs AoA. Comparison between SIM and CFD Euler at M.,=16 (error 
bar for 10%). 
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Fig. 28. Drag coefficient vs AoA. Comparison between SIM and CFD Euler at M.,=16 (error 
bar for 10%). 
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Fig. 29. Pitching moment coefficient vs AoA. Comparison between SIM and CFD Euler at 
M.,=16 (error bar for 10%). 


As clearly evident, results of engineering based approach and CFD computations compare 
very well at each Mach number and AoA considered. The maximum difference was found 
at Mach 16 and AoA=50 deg even if it is comprised within an error bar of 10%. 


6. Concluding remarks 


Preliminary hypersonic aerodynamics dataset for the VTO-Hopper, under development as 
launcher system concept within the Future Launchers Preparatory Program of European Space 
Agency, have been carried out in the present chapter. 

The Hopper configuration is a missile-like re-entry body designed for performing a 
suborbital, parabolic trajectory with a horizontal landing. 

A possible re-entry mission profile has been considered as design trajectory with respect to 
the aerodynamics of the vehicle concept. Hopper aerodynamics review analyses refer to 
Mach number ranging from 2 to 20 and AoA from 0 to 50 deg, which are conditions 
covering the whole reentry scenario of the vehicle concept (space-based design approach). 
It must be underlined, however, that present analysis has not been obtained by means of 
accurate and more reliable CFD computations. Therefore, a proper margin should be 
adopted in recognizing vehicle aerodynamics. 

Overall available results highlight that the difference between eulerian CFD and engineering 
based design is smaller than 10%, thus confirming that surface impact method (SIM) 
represent a reasonable preliminary design approach in order to accomplish the aerodynamic 
characterization of a re-entry vehicle across the hypersonic regime. 

Note, in conclusion, that in the next phases of VTO-Hopper design, further analyses have to 
be performed on specific topics in order to increase the reliability of the aerodynamic 
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database and to reduce the design margins. In particular, the attention has to be focused on 
real gas and rarefaction effects, as well as shock-shock interactions and laminar-to-turbulent 
transition. The real gas effects can be important because, during atmospheric re-entry, 
dissociation and ionization processes take place in the shock layer, which can have an 
influence on the aerodynamic coefficients. Real gas effects are expected to affect stability and 
control derivatives of vehicle, in particular its pitching moment, as highlighted by first U.S 
Space Shuttle reentry (STS-1) where an unexpected higher nose-up pitching moment 
required a body-flap deflection twice the one predicted by the pre-flight analyses to trim the 
Orbiter. Moreover, real gas effects cause a shock that lies closer to the vehicle with respect to 
the position that would characterize a perfect gas case. These effects obviously occur only at 
higher Mach numbers. 

Further, regarding to the aerodynamic coefficients, it is well known that at very high 
altitude, when the Reynolds number decreases and rarefaction effects are present, there is a 
strong increase of the drag coefficient and a consequent reduction of the maximum 
efficiency. Another aspect that has to be considered is the interaction of the bow shock with 
the shock generated by the wing. It is an important phenomenon that has to be investigated 
because it can have a significant impact on the local pressure and heat flux distribution. 
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1. Introduction 


Fluid-structure interaction (FSI) plays a very important role in many industrial 
applications as diverse as aerospace, automotive, biomedical, civil and nuclear 
engineering. In the coupling between fluid and structure, the deforming structure 
modifies the boundary conditions for the fluid due to the motion of the fluid boundary. 
At the same time, the fluid flow causes varying loading conditions on the structure. 
Though efficient solvers for both the fluid and the structural dynamics exist, the 
development of tools for modelling various fluid-structure interaction problems remains a 
challenge. In order to describe FSI problems, an exchange of data has to take place 
between the fluid and structural fields. Based on this data exchanged, the methods for 
solving fluid-structure interaction problems can be divided into monolithic and 
partitioned couplings. For example, we can mention the researcher of Bobovnika et al. 
(2005). In this paper, the authors are interested to couple a finite-volume model to a finite- 
element model of the straight-tube Coriolis flowmeter. Michler et al. (2004) have 
developed a monolithic approach to fluid-structure interaction. Piperno and Farhat (2001) 
are interested to partitioned procedures for the transient solution of coupled aeroelastic 
problems. Sternel et al. (2008) are developed an efficiency and accuracy of fluid-structure 
interaction simulations using an implicit partitioned approach. Van Brummelen et al. 
(2003) are studied the energy conservation under incompatibility for fluid-structure 
interaction problems. The monolithic coupling consists of solving both parts of fluid and 
structure in the same system of equations. The choice of time step is only limited by the 
required precision. However, this type of algorithm requires a development of a computer 
code. Moreover, the numerical methods employed for the fluid and the structure domains 
are different and are difficult to place within the same code, hence the utility of the 
partitioned algorithm methodology. In this method, the fluid and structural parts are 
resolved separately. This method has been introduced by Park and Felippa (1983), and 
further investigated by Wood (1990). Problems dealing with FSI involve the coupling of 
Computational Fluid Dynamics (CFD) and Computational Structure Dynamics (CSD) 
codes. Various numerical simulations study the fluid behaviour, when the movement of 
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the structure is prescribed analytically (Ralph and Pedley, 1985; Natarajan and 
Mokhtarzadeh-Dehghan, 2000). Other researchers concentrated on the fluid part, while a 
simple structural model for a rigid body was used (Cossu and Morino, 2000). Further 
simplifications have been done by neglecting the dynamic effects and simulating static 
FSI. For example, Beckert et al. (2000) used a multivariate interpolation scheme for 
coupling fluid and structural models in three dimensional spaces. They applied it to static 
aeroelastic problems, in order to predict the equilibrium of elastic wing models in 
transonic fluid flow. The main advantage of the partitioned approach is that it allows 
already developing efficient and well validated solvers for both the fluid and structure 
subtasks to be combined. Some theoretical and numerical studies of partitioned coupling 
algorithms for one and two dimensional problems can be found (Cebral et al., 1995). 
Commercial codes for combining existing solvers have been developed. Seiber (2002) 
developed an efficient coupling algorithm combining FASTEST-3D code and FEAP code 
for solving various fluid-structure interaction problems in three-dimensional domains for 
arbitrary elastic structures. Gliick et al. (2003) applied a partitioned coupling between the 
CFD code (FASTEST-3D) and the CSD code (ASE) to thin shells and membranous 
structures with large displacements. The latter method have been modified and coupled 
by MpCCI. Bucchignani et al. (2004) presented a numerical code to study the problem of 
an incompressible flow in a stirred vessel. It was based on a method of a partition 
treatment type, with the fluid and structural fields resolved by coupling two distinct 
models. Wang (2008) provided an effective new idea to solve aeroelasticity problems, in 
which the tools Fluent and ABAQUS/ANSYS are employed. 

In this chapter, a computational analysis of the fluid-structure interaction in a stirred vessel 
equipped with a radial turbine is presented. The hydrodynamic behavior of the turbine was 
studied previously (Nagata, 1975; Suzukwa et al., 2006). However, they did not take into 
account the effect of the structural deformations. For this reason, we are interested to study 
the turbulent flow in a stirred vessel as well as the mechanical deformation of the structure. 
In a stirred vessel, the fluid can have a significant effect on the deformation of the blades 
during mixing depending on the turbine speed and the fluid flow. So, a coupling algorithm 
has been developed to predict the equilibrium of the elastic blade of the radial turbine in a 
turbulent flow. 


2. FSI method 


The FSI problems involve the coupling between the CFD and the CSD codes. This coupling 
is used in the partitioned method (Bobovnika et al., 2005 ; Driss et al., 2007 ; Sternel et al., 
2008) when the fluid and structural parts are resolved separately. The coupling interface 
allows the exchange of the pressures at interface, when the mesh in each fluid and structure 
field is different and is difficult to place within the same code, hence the utility of the 
partitioned algorithm methodology. The coupling interface organizes the transfer of 
information and makes an effective coupling between the fluid and the structure fields. At 
the fluid-structure interface, the results from the CFD code are applied as a load to the CSD 
code. The displacements are calculated using the CSD code to characterize the turbine blade 
deformation. To predict numerically the FSI characteristics of the radial turbine, we have 
developed a numerical method to simulate the flow depending of the structure 
displacements. This method involves three modules: the pre-processor, the processor and 
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the post-processor. Data is interchanged between these three modules. The implementation 
of the computational simulation requires many hypotheses such as the geometrical concept, 
the choice of the meshing type, the physical models, the boundary conditions and the 
discretization method (Driss et al., 2010). 


Processor 


Pre-processor CSD Code Post-processor 


Fig. 1. Schematic presentation of the FSI method 


2.1 Pre-processor 

The pre-processor serves as a source of input for the CFD or CSD codes by means of an 
operator interface. This is transformed into a suitable form for the processor. The user 
activities at the pre-processing stage involve definition of the geometry, mesh generation 
and specification of the appropriate boundary conditions. The computational model 
requires that the volume occupied by the fluid inside the vessel is described by a 
computational grid or cells. In these cells, variables are computed and stored. The 
computational grid must fit the contours of the vessel and its internals, even if the 
components are geometrically complex. In our CFD applications, a new meshing method is 
developed to study the impellers turbines with complex geometries. This method permits 
the numerical analyses of turbines with simple and complex geometries (Driss et al., 2005, 
2007, 2010). In this method, the computer aided design (CAD) is used at first to construct the 
turbine shape. After that, a list of nodes is defined to belong to the interface separating the 
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solid domain from the fluid domain passing through the computational structure dynamics 
(CSD) code. Using this list, the mesh in the flow domain is automatically generated for the 
three-dimensional simulations. After that, a staggered mesh is used in such a way that four 
different control volumes are defined for a given node point, one for each of the three vector 
components and one for the scalar variable. Therefore, the region to be modeled is 
subdivided into a number of control volumes defined on a cylindrical coordinates system. 
As application to this method, we are interested to study a stirred tank equipped by a radial 
turbine (Fig. 2). The tank is a vertical cylindrical vessel with a height-to-diameter ratio H/D 
of 1. The shaft is placed concentrically with a diameter ratio s/D of 0.04. The tip to tip 
impeller diameter ratio d/D is a 0.5. The turbine has four blades characterised by the length 
equal to d/2 and the height equal to h. The turbine is placed in a mid-height tank (z=0.5 H). 
The geometry system resembles that already studied by Suzukawa et al. (2006) and Nagata 
(1975). For the numerical computations, the Young’s modulus and the Poisson’s ratio are 
equal to E=2.1 10!! MPa and v=0.3 respectively. In the following investigations, the fluid is 
assumed to be incompressible and Newtonian. The structure is assumed to be isotropic 
linear and elastic material law is applied. 


Fig. 2. Stirred tank equipped with a radial turbine 


2.2 Processor 
In the processor, the coupling interface is used to allow the transfer of the pressure and the 
displacement between the CFD and the CSD codes. The pressure provided by the CFD code 
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is used to calculate the forces applied to the structure. The displacements of the structure are 
used to update the control volume and the boundary conditions. 


2.2.1 CFD code 
The CFD code resolves the incompressible Navier-Stokes equations in conjunction with the 
standard k-e turbulence model. The continuity equation is written as follows: 


div V; =0 (1) 
The momentum equation is given in the following form: 


OP, Vr) 


. 7 17 = _ 4: = = piss XT 17 
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The standard k-e turbulence equations are given in the following form: 


2 7 2 
Lae V, k a tl 4% | grad k -2(4) ae eer (3) 
ot a\D/) Re on | a\D/) Re 
2 [ 2 
oF sap V,é 2 (=) cape) errgrn eee Ce 2(4) cee (4) 
ot a\D) Re as k a\D) Re 


The turbulent kinetic energy production takes the following form: 


au) (av u) (ew) | fev _v. au] few. av]. feu.ew] |] 6 
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The k-e model is based on the concept of turbulent viscosity where k and ¢ are calculated by 


solving the equation above. The value of the turbulent viscosity is deduced from the 
following equation: 


2 2 
az{D k 
4=¢,2(2) Re 2 (6) 


Numerical methods consist on an approximation of the unknown flow variables by means 
of simple functions and a discretisation by substitution of the approximation into the 
governing flow equations and subsequent mathematical manipulations (Figure 3). The 
finite volume method consists on the formal integration of the governing equations of 
fluid flow over all the control volumes of the solution domain. The transport equations 
are integrated over its own control volume using the hybrid scheme discretization 
method. The pressure-velocity coupling is handled by the SIMPLE algorithm of Patankar 
(1980). The algebraic equations solutions are obtained in reference to the fundamental 
paper published by Douglas and Gunn (1964). The control volume integration, 
distinguishes the finite volume method from all other computers techniques. The 
resulting statements express the conservation of relevant properties for each finite size 
cell. 
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Fig. 3. Schematic presentation of the CFD code 


2.2.2 CSD code 
The CSD code allows the static calculation of the structure and solves the partial differential 
equations of the structure model. In this study, elastic isotropic structures were considered. 
The continuity equation and the balance of the momentum equation are given in the 
following form: 


ae. + div(p,V,) =0 (7) 
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To achieve this goal, the CSD code must read the input file already created. After that, the 
implementation edition can be preceded. At this stage, the new parameters of our application 
are introduced. Particularly, the analysis type, the mesh shape, the boundary conditions and 
the result field of the problem are redefined. After the program execution, different results can 
be visualized like the nodes displacement, the strain and the Von Mises stress (Fig. 4). 


Model construction 


Fig. 4. Schematic presentation of the CSD code 


2.2.3 Coupling algorithm 

In this chapter, we have used a partitioned coupling algorithm between the fluid and structure 
solver. The fluid-structure interface represents the contact mechanics problem between an 
elastic structure and the fluid flow. This requires the characterization of boundary conditions 
exchanged and describe the interaction between the fluid and the structure. Two conditions on 
the level of the interface are used. These conditions are given in the following form: 


Viai=V, ii (9) 
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o fi=tii (10) 
With: 
i= iip =- il (11) 


In the case of no-slip walls, the compatibility condition for partitioned coupling states that 
the velocity at the fluid-structure interface must be shared by both the fluid and the 
structure at the interface. The coupling interface ensures the transfer of the pressure and 
displacement mentioned above, when the mesh in each fluid and structure codes is 
different. It organizes the transfer of information in time and makes an effective coupling 
between the fluid and structure codes. Forces equilibrium must also exist at the interface. 
The force applied by the fluid to the structure and vice versa should be of the same 
magnitude but in opposing directions. The structural and fluid equations are solved 
independently. Loads and boundary conditions are exchanged after each converged 
increment. The quantities exchanged from the CFD and the CSD codes are respectively 
the pressure and displacement modes. Then, the coupling algorithm is employed in which 
the CFD and CSD solvers run concurrently and exchange solution quantities at the end of 
each converged time step. The advantage here is that in order to solve the basic equations, 
different numerical solution schemes and analysis software can be applied. The coupling 
algorithm is based on the sequential process (Fig. 5). In each iteration step, the pressure, 
calculated in CFD code, is used to determine the force exerted by fluid flow. The 
geometry is then updated after the calculation of the structural displacement by the CSD 
code. Therefore, the role of the coupling algorithm is to exchange nearly any kind of data 
between the coupled codes. The iteration steps are stopped when the convergence is 
reached. 


—=_ = ss eee eee ee ee 


¢ N 


Internal iterations 


External iterations 
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Fig. 5. Coupling algorithm 


2.3 Post-processor 
The post-processor defines the third module presenting the results obtained after the 
execution of the numerical codes. A huge resource has been devoted to the development post- 
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processing techniques and display. These include geometry domain, grid display, vector plots, 
surface plots and view manipulation. Several results can be gotten such as the velocity field, 
the viscous dissipation rate and the turbulence characteristics. Also, it’s possible to exchange 
data through the post-processor with other codes or other interfaces [4]. 


CAD Code Others Codes 


Post-processor 


Deformation 


Constraints 


Fig. 6. Schematic presentation of the post-processor 


3. Fluid-structure results 


3.1 CFD code results 

The hydrodynamic results are obtained after execution of our CFD code. Particulary, we are 
interested to the velocity fields, the turbulent kinetic energy, the dissipation rate of the 
turbulent kinetic energy and the turbulent viscosity. In these conditions, the flow simulation 
are defined by the Reynolds number Re=100000 and the Froude number Fr=0.19. 


3.1.1 Flow patterns 

Figures 7 and 8 show the velocity vector plot (U,W) in two r-z planes defined respectively 
by the angular coordinate equal to 0=35° and 0=57°. These presentation planes are situated 
respectively in the upstream and in the downstream of the blade plane. The distribution of 
the velocity field shows the presence of a radial jet on the level of the turbine which changes 
against the walls of the tank with two axial flows thus forming two recirculation zones on 
the two sides of the turbine. Far from the region swept by the turbine, we note a 
deceleration of the flow. Even if the turbine attains a shape deformation due to the flexion of 
the blade, the velocity field slightly differs from iteration to another. In fact, during the first 
three iterations the hydrodynamic structure of the flow varies from iteration to another. 
From the fourth iteration, the field velocity starts to be preserved and the turbine preserves 
his deformed shape. 
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3.1.2 Axial profile of the radial velocity 

Figure 9 presents the axial profiles of the dimensionless radial velocity component U(z). 
These profiles are defined in the flat-blade downstream. Under the case, the dimensionless 
radial coordinates are equal to r=0.33 (Figure 9.a), r=0.5 (Figure 9.b) and r=0.75 (Figure 9.c). 
These figures adequately portray the swirling radial jet character. Within a flat blade, the 
axial profile shows a parabolic pace. The extremer is defined at the mid-height of the blade. 
The same fact is observed within a retreated blade in the 5t iteration. But, the radial velocity 
component value decreases. These results are also confirmed in the research paper results 
published by Driss et al. (2005). In this case, we superimposed the experimental results 
founded within a flat blade by Nagata (1975). The good agreement between the 
experimental results and the numerical results confirms the validity of the analysis method. 


— Flat blade (Numerical Model) 
—-- Retreated blade (5'* iteration) 
* Flat blade [Nagata, 1975] 
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Fig. 9. Axial profiles of the radial velocity component 


3.1.3 Turbulent kinetic energy 
Figure 10 presents the distribution of the turbulent kinetic energy in r-z plane defined by the 
angular coordinate equal to 0=35°. The presentation plane is situated in the upstream of the 
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blade plane. During five iterations of the coupling algorithm, it’s noted that the area of the 
maximum values are located in the wake which develops an upstream of blades. In all fields 
swept by the turbine blades, the turbulent kinetic energy remains rather high. Out of this 
field, the turbulent kinetic energy becomes very weak. The comparison of these results 
confirms that the maximum values are reached during the second iteration. 


(a) Flat blade (b) 1st iteration (c) 24 iteration 


(d) 3r4 iteration (e) 4th iteration (f) 5th iteration 


Fig. 10. Distribution of the turbulent kinetic energy k in r-z plane (0=35°) 
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3.1.4 Dissipation rate of the turbulent kinetic energy 

Figure 11 presents the evolution of the distribution of dissipation rate in r-z plane defined 
by the angular coordinate equal to 0=35° during iterations of the coupling algorithm. 
Globally, we observe a distribution similar to that already obtained with the turbulent 
kinetic energy. Indeed, it is noted that the area of the maximum values are located in the 
wake which develops nearly to the blades end. However, the dissipation rate becomes very 
weak outside the field swept by the blades. The greatest rate is reached in the fourth and the 
fifth iterations (Fig. 11-d and 11-e). 
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Fig. 11. Distribution of dissipation rate ¢ in r-z plane (8=35°) 
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3.1.5 Turbulent viscosity 


Figure 12 presents the evolution of the turbulent viscosity distribution in r-z plane defined 
by the angular coordinate equal to 0=35° during iterations of the coupling algorithm. In the 
field swept by the turbine blades, the turbulent viscosity remains rather high. Near the walls 
and around the axis of the turbine, the turbulent viscosity undergoes a very fast fall. This is 
due to the deceleration of the flow. The comparison of these results confirms that the 
maximum value is reached in the second iteration (Fig. 12-c). 
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Fig. 12. Distribution of the turbulent viscosity in r-z plane (0=35°) 
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3.2 CSD code results 

In this part, we are interested to the radial turbine structure in order to determine the 
displacement field, the deformed turbine shape and the Von Mises Stress. These results are 
conducted from the CSD code. The discretization of the domain is ensured by a finite 
elements method. 


3.2.1 Displacement field 

Figure 13 presents the evolution of the displacement field of the blades during various 
iterations of our coupling algorithm. Particularly, we are interested to the displacement of 
the nodes belonging to the blade. This step is fundamental in the coupling algorithm process 
to can deduce the new meshing domain. This operation is repeated several times until 
obtaining the equilibrium. Under these conditions, it is supposed that the deformation of the 
turbine axis due to torsion is negligible. 
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Fig. 13. Displacement field of the radial turbine 


Fluid-Structure Interaction of a Radial Turbine 217 


3.2.2 Deformed turbine shape 

Figure 14 presents the evolution of the deformed turbine shape during iterations of the 
coupling algorithm. These results are obtained after the execution of the CSD code. The 
comparison between the results from iteration to another, it’s noted that the maximum value 
is reached in the third iteration (Fig. 14-c). In this case, the retreated angle, defined between 
the tangent plane at the end of the blade and the radial plane passing by the same end and 
the axis of rotation to the turbine (Driss et al., 2007), is equal to €=16° 40”. 
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(a) 1st iteration: €=0° (b) 2"4 iteration: €=11° 12” (c) 3'4 iteration: €=16° 40” 
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Fig. 14. Deformed shape of the radial turbine 
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3.2.3 Von Mises stress 

Figure 15 presents the distribution of the Von Mises stress during iterations of the coupling 
algorithm. These results are obtained after the execution of the CSD code. The comparison 
of the results from iteration to another, it’s noted that the maximum value is reached in the 
second iteration (Fig. 15-b). 
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Fig. 15. Distribution of the Von Mises stress 


Fluid-Structure Interaction of a Radial Turbine 219 


4. Conclusion 


In this chapter, we have coupled a computational fluid dynamics (CFD) code with a 
computational structural dynamics (CSD) code by using an efficient coupling interface for 
solving fluid-structure interaction (FSI) problems in the stirred tank equipped by a radial 
turbine. Specific techniques of rearrangement of grid and treatment of the boundary 
conditions are used to follow the behavior of the system. This method takes advantage of 
the parallel process involved within each analysis code. This allows both parts of the fluid- 
structure interaction problem to be solved in the best possible way: a Finite Volume Method 
for the fluid dynamics and a finite element method for the structure. The CFD results 
obtained allow a visualizing of the velocity field, the turbulent kinetic energy, the 
dissipation rate of the turbulent kinetic energy, the turbulent viscosity. The CSD results 
permit to obtain the displacement field, the deformed shape and the Von Mises stress. These 
results proof that the fluid flow can have a significant effect on the deformation of the 
turbine blades. So, we can conclude that it’s fundamental to take consideration of this 
phenomenon in the design of the industrial process. In the future, we propose to develop 
the numerical method to can study instationary FSI problem. 


5. Nomenclature 


Ci, constant in the standard k-e model 
C, constant in the standard k-e model 
constant in the standard k-e model 


d turbine diameter, m 

D tank diameter, m 

E Young’s modulus, MPa 

Fr Froude number 

G turbulent kinetic energy production 

h blade height, m 

k turbulent kinetic energy 

N velocity of the turbine, s+ 

p pressure 

r radial position 

Re Reynods number 

S shaft diameter, m 

t time 

U radial velocity components, dimensionless 

V tangential velocity components, dimensionless 
Ww axial velocity components, dimensionless 

Z axial position 

€ dissipation rate of the turbulent kinetic energy 
p density 

v; turbulent viscosity, dimensionless 


Vv Poisson’s ratio 
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constant in the standard k-e model 


Or 

om constant in the standard k-e model 
0 angular coordinate, rad 

g retreated angle 

n normal vector 

r vector position 

V velocity vector, m.s 

7 stress tensor 

7 R Reynolds tensor 

I identity tensor 

o stress tensor of the structure 
tes exterior force 

Indices 

f fluid 

s structure 
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1. Introduction 


Sprays in industrial processes are becoming more common as well as more challenging for 
design. Spray formation processes are critical to the performance of a number of 
technologies and applications. The spray applications can be quite varied and include 
combustion systems (gas turbine engines, internal combustion engines, incinerators, 
furnaces, rocket engines), agriculture (pesticide and herbicide treatments), paints and 
coatings (furniture, automobiles), consumer products (cleaners, personal care products), fire 
suppression systems, spray cooling (materials processing, computer chip cooling), gas 
treatment (thermal quench, acid neutralization), medicinal/ pharmaceutical, reactor feed 
injections, liquid distribution into chemical units (defoaming, uniform flux over column 
packing), and spray drying (foods, drugs, materials processing). 

The process requirement varies depending upon the application. For example, making small 
drops are important for internal combustion engines and other applications where rapid mass 
transfer into the gas phase is critical. Large drops may be desired where entrainment in a 
counter-current gas flow must be minimized. In another case, creating a narrow drop size 
distribution, neither too small or too large, is desired for agricultural sprays when trying to 
achieve low driftable fines while at the same time maintaining good target coverage. 
Controlling the spread of drop distribution plays very important role in paints and coatings, 
consumer products, medicinal delivery, and spray drying applications. On the other hand, 
distributing liquid mass more uniformly throughout the spray and increasing the fraction of 
liquid that impacts a target are key requirements in paints and coatings, spray cooling, and 
fire suppression applications. 

Injector designers face challenges in designing the atomization process for achieving the 
desired process output. Despite immense progress in laser diagnostics for spray flows, the 
reliable experimental data on atomization characteristics are still scarce due to measurement 
difficulties associated with the dense spray zones formed around the liquid jet core. As a 
result, application of empirical correlations for atomization flow characteristics has a very 
narrow range of applicability. It is therefore, essential to develop and apply new tools to 
enhance our understanding of the atomization process. Such an understanding will be 
useful in devising cost effective and reliable scale-up of spraying operations. 
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Research support for industrial processes and products must advance with these challenges. 
This involves both experimental and numerical capabilities. It is important to critically 
evaluate the current understanding of experimental and numerical capabilities and translate 
this understanding into improving spraying operation. Such an attempt is made here. 


2. Experimental methods for spray analysis 


Imaging methods such as laser-induced fluorescence are used to track velocity profiles 
before, during, and after liquid film breakup, as well as to track distribution of mass flux 
and drop size distribution (DSD). Governing liquid break-up regimes depend on level of 
turbulence and interactions with gas phase, and can include unstable jets, waves, 
perforations, and secondary atomization. The interaction of micro-structured liquids with 
turbulence can have a profound impact on breakup dynamics. Even slight formulation 
changes can have unexpectedly large impact on the spray properties. 

Multiple examples have been chosen for illustrating the variation in spray problems 
encountered in practice. Certain commonalities in the analysis are evident regardless of the 
spray problem. 

In industrial problems, not all sprays can be studied in a lab setting using state-of-the-art 
laser diagnostics. Frequently, the spray may consist of a relatively large flowrate (100+ gpm) 
that is not amenable to laboratory research. The researcher needs facilities to characterize 
such large sprays, including gas-assisted sprays. The authors’ facilities have a nozzle test 
stand for evaluating such sprays. See Figure 1. 


water feed line 


air feed line 
for air-driven sprays 


droplet size 
measurement 


{optical) 


ar exit 
for air-driven sprays 


Fig. 1. Interior and exterior view of the nozzle test stand at The Dow Chemical Company, 
Freeport, Texas, USA. 


The use of an enclosed structure is necessary due to the dangerously loud noise levels 
generated by certain sprays, particularly industrial gas-assisted sprays. A blower and stack 
is included to assist air flow and prevent mist accumulation inside the test stand building. 
Rented pumps and compressors are brought to the stand when the needs of the project 
exceed the capability of permanent pumps and the plant air utility. 
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At other times, the researcher must go to the spray, which can be in a plant or pilot facility. 
Thus the tools of researcher must include an array of capabilities. The tools described herein 
vary from the very simple and portable to the more complex and fixed methods that have 
been used by the authors. The following descriptions start with the simplest options and 
continue to describe those that are more complex. 


2.1 Flash photography 

Flash photography is a basic method that allows one to capture a view of a spray over the 
small duration (< 0.1 ms) of the flash. This is often a short enough exposure that the spray 
appears frozen in time. Important basic features of the spray can be revealed such as spray 
angle, symmetry of the bulk flow, distance of the breakup zone, breakup mechanism, and 
basic shape of the mass distribution (when viewed from several angles). The effect of flow 
rate on each of these variables can also be studied. 

This method, along with video, has been extremely useful to the authors for initial 
characterization of many sprays. It can be used in “out-of-lab” environments such as the test 
stand shown in Figure 1 and production plants. Figure 2, for instance shows comparisons 
from the test stand and a plant thermal quench arrangement. The flow rate exceeds 100 


Fig. 2. Left, image of an axially-vaned thermal quench nozzle in operation in the authors’ 
test stand. The aim of this test was to quantify the spray angle and asymmetries of the plant 
nozzle. Several flow rates and nozzle designs were tested. Right, field test in plant. 


This method has been used for viscous and non-Newtonian sprays as well. Figure 3 shows 
images from a tangential whirl nozzle with flow of a 200 cP corn syrup-water solution. 
While this solution can be considered Newtonian, the effect of shear-thinning or other non- 
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Newtonian behavior on nozzle performance can also be quantified by testing solutions with 
a low-shear viscosity near 200 cP. 

The Reynolds number for the conditions of Figure 3 is 500. It can be seen that the observed 
spray angle of 60 degrees is substantially less than the published (water) spray angle of 90 
degrees. It is also seen that an “S”-shaped pattern is observed as opposed to the hollow cone 
observed for water. The sheet breakup starts at 6 inches from the nozzle tip. Perforated sheet 
breakup is observed, as well as Rayleigh-Plateau instabilities near the edge of the spray. 

All of these characteristics are observed through a standard digital SLR camera. Many 
nozzles can be tested in this way in a single afternoon in order to find the right nozzle for a 
given application. 


Fig. 3. Tangential whirl nozzle with 200 cP corn syrup/ water solution. Flow conditions 27 
psi, 1.45 gpm, Reynolds number based on the orifice diameter is 500. 


2.2 High-speed imaging 

High-speed imaging is a method that can give an estimate of the velocity of the spray by 
comparing images that are a known time increment apart. For dense sprays, the analysis 
may be limited to the exterior portions. The individual droplets may not be accessible, but 
we have found that movement of structures, consisting of groups of drops, is sufficient to get 
a reasonable estimate. High-speed imaging has also been extremely useful for discovery of 
non-idealities such as pulsations in the flow. These can arise, for instance, from cavitation 
inside the nozzle or from sub-optimal interior contacting in gas-assisted flows. 

An example occurred in a spray nozzle used for a liquid injection of an additive into a gas- 
phase reactor. By the naked eye, the spray (as reproduced in the lab) looked perfectly 
acceptable. High-speed imaging, however, showed pulsations (or “surges”) in the spray 
flow that were beyond the ability of the naked eye to perceive. Example images from 1000 
Hz imaging are shown in Figure 4. The images of the figure are sequential, showing that the 
duration of pulses was less than 2 ms. Examination of several seconds of data showed that 
the pulses occur at a frequency of 50 Hz, above the naked eye perception of ca. 20 Hz. More 
will be covered on the problem in the PLIF Imaging section. 
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Fig. 4. Consecutive high speed images showing the pulsation effect from an injection nozzle. 
A frequency of 1000 Hz was used in the imaging. The pulsation frequency was measured as 
50 Hz. 


Although high-speed cameras are sensitive equipment, they have sufficient portability 
that we have used them in outside-the-lab environments at reasonable ambient 
conditions. Figure 5, for instance, shows consecutive images of a dense air-assisted spray 
that was running in the nozzle test stand. The velocity profile was needed for boundary 
conditions of a CFD model. Velocities of 60 - 100 ft/s were measured, with the magnitude 
dependent on the location. In dense sprays, reasonable estimates for velocity can be 
provided by watching the motion of flow features in the spray, then applying velocimetric 
principles [Raffel et al., 1998]. Near the edge, tracking the motion of groups of individual 
drops is also useful. 
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Fig. 5. High speed images (1000 Hz) showing how flow features and collections of drops are 
used to estimate velocity locally using velocimetry principles. This example is from a dense 
air-assisted spray located outside the authors’ laboratory, hence outside the realm of our 
laser diagnostics. 


2.3 PLIF imaging 

When a small amount of a fluorescent dye is added to the feed liquid, Planar Laser-Induced 
Fluorescence (PLIF) can be used to capture detailed images of the spray as it issues from the 
nozzle. A plane of pulsed laser light (duration 10 ns) is aligned to pass through the axis of 
the spray. A camera is aligned perpendicular to the laser plane. The system is synchronized 
so that the laser pulsates while the camera shutter is open. Figure 6 shows a photographic 


Fig. 6. Photograph taken during a PLIF imaging experiment utilizing a Dantec Dynamics 
FlowMap System Hub. 
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image taken during a PLIF experiment to best illustrate the method. In velocimetry mode, 
dual images using dual laser pulses are taken on the order of 10 to 100 us apart. The 
movement of the spray structure or droplets themselves over the known time increment is 
used to calculate the local velocity. The method has been shown to give consistent velocity 
results before, during, and after the droplet formation. The velocity distribution can give 
some information on expected mass flux pattern. However, the method doesn’t distinguish 
between large and small droplets or account for the variable spatial concentration of 
droplets, so strictly speaking an actual flux cannot be computed from the velocity vector 
results. Averaging of many PLIF images can give useful information on mass flux within the 
slice of the spray that is illuminated. 

Figure 7 shows a PLIF image of an agricultural spray and the corresponding averaged 
velocimetric data taken from 500 image pairs. The vectors form a fairly continuous contour 
that is consistent with the characteristic shouldering of the spray flux. 


Fig. 7. Left, example PLIF image of a flat fan agricultural spray, Spraying Systems Co. TeeJet 
8002. Right, velocity contour plot with overlaid vectors, average of 500 image pairs. 


Figure 8 shows PLIF imaging of the same spray as is shown in the high-speed images of 
Figure 4. The short 10 ns duration of the laser is sufficient to provide rich detail on the spray 
structure. The pulsating nature of the spray is again evident by comparing images. The PLIF 
image allows quantitative calculations to estimate the amount of mass issued in the pulses 
(or “surges”) compared to the baseline flow between pulses. 

Figure 9 shows a comparison of Mie Scattering and PLIF imaging. The Mie Scattering is 
sensitive to surface area whereas PLIF imaging is proportional to volume. It is easily noted 
that a large fraction of the spray volume is present on the outside edges of the spray, and at 
the same time there are many small droplets present in the interior portion. 
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Fig. 8. For the identical nozzle as shown in Figure 4, PLIF imaging at 5 Hz was used to better 
understand the flow characteristics during and between pulsations. 
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Fig. 9. Mie Scattering (left) and PLIF (right) images, showing surface area versus volume 
effect. 


2.4 PLIF patternation 

Similar to the PLIF velocimetry approach, the laser is turned 90 degrees to be orthogonal to 
the axial direction of the spray. Approximately 10,000 images are taken and averaged, as is 
shown in Figure 10. Depending on the density of the spray, it may not be possible to 
permeate the entire spray cross-section, making it necessary to assume symmetry. 

Optical patternation techniques are particularly useful when the fluid to be sprayed is 
hazardous. This can occur, for instance, when spraying active herbicide formulations. The 
authors’ lab uses a transparent ventilated spray enclosure, constructed of acrylic and glass, 
to protect personnel from contact with the hazardous fluid. The sprayed liquid is fully 
collected and optionally recycled in order that the amount of waste generated in an 
experimental series is reduced. The enclosure is also useful for high mist-generating sprays 
to prevent mist accumulation onto sensitive electronic equipment. 


flux (Vm’s) 


x (m) 


Fig. 10. Patternation results from the averaging of 10K PLIF images. 
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2.5 Mie scattering for scalar mixing 

In cases where the measurement of gas motion and scalar mixing are important to 
characterize the spray, a fog has been employed to mark the gas flow. In one such method, 
air is fed to the system which has first been passed sequentially through aqueous solutions 
of hydrochloric acid (HCI) and ammonium hydroxide (NH30H), which efficiently generates 
a fog of ammonia droplets. This was employed in the apparatus shown in Figure 11. In this 
case, the fog was introduced in a shroud around the spray nozzle. Commercial oil- 
atomizing or glycerin-atomizing devices are also available to generate fogs. Smoke- 
generating testing devices, used to test for negative pressure, can also be employed to 
qualitatively view the air flow induced by a spray. 


Fig. 11. Mie scattering of a shroud fog introduced around a spray nozzle to examine scalar 
mixing. The spray nozzle was off when this image was taken. 


2.6 Mechanical patternation 

The authors have utilized both one-dimensional and two-dimensional mechanical 
patternation techniques. For sprays with relatively small flowrates (< 0.5 gpm), an 
arrangement of 42” x 42” cuvettes has been utilized to look at two-dimensional patterns. A 
hinged door covers the cuvettes until the desired flow conditions through the spray nozzle 
have been established, then the door is rapidly opened. As the fastest-filling cuvette(s) 
approach full level, the door in returned to its original position and flow is stopped. The 
contents of each cuvette is then carefully weighed. Figure 12 shows the method and results. 
Sometimes, 2-D patternation is desired to look at subtleties in the flow pattern at the outside 
edges and to look at, for instance, turbulence history indicators in the sprayed solution. One 
such example is spraying of emulsions to study drop size distribution of an oil phase before 
and after spraying as a function of position in the patternator. 


2.7 Dynamic image analysis 

We have used this method to capture images of the spray droplets which are then processed 
in real time. A strobe is used to backlight the imaged area, which is typically of dimensions 
near 1 cm x 1 cm. Out-of-focus drops are removed from the analysis by defining a sharpness 
criterion for the droplet. Partial drops, extending beyond the edge of the images, are also 
removed. Non-spherical droplets are converted to an equivalent diameter by matching the 
projected area. A sufficient number of images are taken at 30 Hz to achieve converged drop 
size distribution, commonly 50,000 to 100,000 validated drops. The frequency can be 
adjusted based on expected drop velocity to assure that the same drops are not counted 
more than once. Figure 13 shows a sample image taken from dynamic image analysis of a 
flat fan agricultural spray. 
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This type of size analysis is commonly used in the authors’ lab for nozzles with relatively small- 
scale flows, although the nozzle test stand of Figure 1 also uses this type of drop size analysis. 
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Fig. 12. Mechanical patternation. Upper left, general concept. Upper right, filled cells froma 
2-D patternation measurement of a flat fan spray. Middle images, 2-D patternation results 
from a Spraying Systems Co. Teejet 8002 nozzle under identical conditions except for a 


formulation change to the sprayed liquid. Bottom images, Teejet 8002E nozzle at same 
conditions as the Teejet 8002 in the middle images. 
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Fig. 13. Sample dynamic image from an agricultural spray. 


2.8 Summary of experimental methods 

The analytical needs of the researcher varies from spray to spray and project to project. In 
some cases, only verification of spray angle is needed for a custom industrial installation or 
for a series of similar but slightly different nozzles. At the other end of the extreme, there are 
situations where information on velocity profile, drop size, and mass flux distribution are 
needed to parameterize the inputs to a CFD model. In other cases, the impact of changes in 
formulation need to be elucidated based on changes to film breakup dynamics and drop 
size. The experimental tools described here have been able to provide the required 
information for a wide variety of industrial problems encountered. 


3. Computational methods for spray analysis 


In last two decades, several attempts have been made using Eulerian-Lagrangian (E-L) 
computational fluid dynamics (CFD) based models for simulating spraying. However, well 
established E-L CFD models for fluid flow and evaporative/reactive spray dynamics are 
sensitive to spray origin parameters, such as initial droplet size distribution, initial velocity 
and droplet number density. These spray origin parameters are controlled by primary 
atomization. Advanced mathematical models for primary atomization are needed to 
compute time-averaged and transient characteristics of droplet formation. Recent advances 
have been made using computational model for developing better understanding on the 
primary atomization process (Gorokhovski and Herrmann, 2008; Bini et al., 2009; Herrmann 
et al. 2011). However, these studies demand significant computational time and resources 
even for idealized flow conditions (e.g. nonreactive system). 


3.1 Primary atomization 

3.1.1 Eulerian-Eulerian approach for modeling primary atomization 

In the Eulerian-Lagrangian approach for modelling spray behavior, the atomization process 
is typically modelled using a surface wave instability model that predicts spray parameters 
such as the spray angle and droplets’ diameters. The surface wave growth models widely 
used include the surface wave instability model [Reitz and Diwakar], the Kelvin- 
Helmholtz/Rayleigh-Taylor (KHRT) instability model [Patterson and Reitz] and the Taylor 
Analogy Breakup (TAB) model [O’Rourke and Amsden]. The effect of nozzle geometry on 
the primary atomization is approximated using an empirical nozzle-dependent constant, 
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which require experimental data or experience to give reliable predictions. With the high 
performance computing (HPC) system becoming more powerful and less costly in recently 
years, it is becoming more feasible to directly model the primary atomization by resolving 
the gas-liquid interface evolution and breakup use an Eulerian-Eulerian approach 
[Gorokhovski and Herrmann]. 

Immiscible fluids interface tracking can be done using several approaches in the Eulerian 
framework: the front tracking method [Unverdi and Tryggvason, 1992], the volume of fluid 
(VOF) method [Hirt and Nichols, 1981] and the level set method [Osher and Sethian 1988, 
Sussman 1994]. The front tracking method, which tracks the motion of the surface marker 
particles attached to the gas-liquid interface, has numerical limitations for three-dimensional 
irregular interfaces. It is therefore not popularly used for predicting primary atomization. In 
the VOF method, the volume fraction of a fluid (i.e. the liquid phase) a@ is solved for each of the 
computational cells: 


0a 
at ¥'Va=0 (1) 


a=——f, H(x,y,z,t)dxdydz (2) 


Veell cell 


The nature of the VOF model ensures mass conservation. Because the method takes a 
volumetric approach to track the interface motion, numerical diffusion is inevitably inherent 
in the model. Special numerical algorithms are available for reconstructing the interface 
shape and minimizing the numerical diffusion [Youngs 1982, Ubbink 1997, Muzaferija et. al. 
1998]. Surface tension is typically implemented as a volumetric force using the continuum 
surface force (CSF) method [Brackbill et. al. 1992]. 

Figure 14 shows the predicted jet breakup to form droplets for a laminar jet using the VOF 
method, showing good agreement with the measured droplet sizes. 

In the level set method, a scalar equation representing the signed distance from the interface 
is solved: 


®iv.gg= 
!+V-Vp=0 (3) 


The interface is described with the zero level curve of the scalar. For ensuring the scalar 
function to remain the signed distance to the gas-liquid interface, a redistancing algorithm is 
typically applied. This can generate mass loss in under-resolved regions. This can be reduce 
by refining the computational mesh for avoiding under-resolved regions or taking the 
coupled level set VOF (CLS) approach [Mikhael Gorokhovski and Herrmann, 2008]. Figure 
15 gives a snapshot of the predicted drops using the coupled level set VOF method 
[Liu,Garrick and Cloeter, 2011]. 


Fig. 14. Predicted droplets formed due to the Rayleigh-Taylor instability using the VOF 
method, showing good agreement with measured droplet sizes. 
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Fig. 15. Predicted primary atomization using the coupled Level Set - VOF method [Liu, 
Garrick and Cloeter, 2011]. 


3.2 Coupling reaction, flow and spray dynamics 

Computational implementation of coupled primary atomization, two-phase spray model, 
simultaneous heat and mass transfer and subsequent reaction is a challenging and difficult 
task. The major difficulty in primary atomization simulation is disparity between the time and 
length scales in liquid core and gas phase domain. Efficient computational approaches need to 
be developed to resolve the numerical stiffness due to the coupling between the jet transport 
equation and gas phase dynamics near nozzle. Furthermore, adequate topological 
representation of the three dimensional jet core shape and the surrounding gas computational 
grid needs to be established. The volume of fluid (VOF) method is used to capture gas-liquid 
interface (Liang and Ungewitter). However, VOF requires very high grid resolution for 
resolving jet surface. Therefore, including primary atomization in simulating reacting sprays 
become a huge challenge with respect to computational demand. In the majority of CFD 
simulation of spray combustion, the atomization process is presented in terms of a point or 
surface source of droplets with a prescribed size distribution introduced at the nozzle exit. The 
subsequent breakup and coalescence of the droplets are modelled based on the droplet Weber 
number criteria. This approach uses the assumption that the dynamics and breakup of liquid 
jet indistinguishable from those of a train of drops. In this work, a CFD model is presented 
using the above described approach to simulate reacting spray dynamics. 

The particle formation in the fluid bed reactor is a complicated process involving 
multiphysics. It is affected by many factors such as the dispersion of catalyst drops, the 
solvent evaporation rate (if it is used for dissolving solid catalyst), the mass transfer of 
reactant gas into the catalyst drops and the reaction kinetics. The nozzle operating 
conditions and design of the injection nozzle control the dispersion of catalyst droplets in 
the dilute zone. Whereas, the mass transfer to and from the droplets and the interaction 
between the droplets are controlled by the quality of droplet dispersion in the dilute zone. 
This indicates complex interactions between the operating conditions (shroud velocity), 
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reactor hardware (nozzle design) and performance (dispersion of droplets and rates of 
transport processes). Due to the complex physics involved, it is advisable to break the 
complex process into multiple simpler sub-processes for better understanding of their 
effects on the overall process. The above discussed problem is broke into two parts. In the 
first part, CFD model was developed to understand the influence of the operating 
conditions and prevailing fluid dynamics on the dispersion of catalyst droplets. Whereas, in 
the second part CFD model was developed to understand the influence of prevailing fluid 
dynamics on the mass transfer and on the growth of polymer particles. The methodology is 
summarized in Figure 16. The findings from both the parts generate more understandings 
on how to control the final particle size distribution in the reactor. 


Particle agglomeration in reactor 


Simultaneous heat 
and mass transfer 


Influence of nozzle 
design and operating 
conditions 


Polymer formation on 


Boundary conditions 
catalyst drops 


for limited cases of 
reaction simulations 


Particle size 
distribution and mean 


Generate understanding to improve the particle size distribution in 
reactor 


Fig. 16. Problem Solving Methodology 


3.2.1 CFD model and boundary conditions 

Flow simulations were conducted using the commercial CFD package FLUENT 6.4. A few 
approximations were made while formulating the CFD model. Flow of different gas phase 
components was modeled using species transport equations. The mass flow rates of each 
feed stream are listed in Table 1. Ideal gas densities of each gas streams were calculated 
before the simulation for the given reactor pressure and temperature and were then 
specified in the CFD model. This approach allows us to use the incompressible flow 
formulation. Accurate prediction of turbulent quantities is important for reasonable 
prediction of the spreading rate of the jet. In the present work, the realizable k-e turbulence 
model was used to simulate the turbulent flow for its better prediction of turbulent jets. 
Simulations were carried out in a section of the fluidized bed with the height equal to the 
diameter (H/D= 1). The schematic of the computational domain is shown in Figure 17. The 
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bottom cross section of the domain was modelled as a velocity inlet with a uniform 
distribution of all gas phase components. The top surface of the computational domain was 
modelled as a zero gradient boundary condition. The gradients normal to the outlet 
boundary were set to zero for all the variables except pressure. 


Feed stream Velocity, m/s 
Bottom feed 0.5 
16 
Support tube 39 
Catalyst injection 150 
Catalyst drop 150 


Table 1. Mass Flow Rates for Different Inlet Streams 


Shroud gas 


Atomizing gas 
+ Catalyst 


Monomer stream 


Fig. 17. Schematic of the Computational Domain 


The dispersion of catalyst droplets in the domain was simulated using the Lagrangian 
approach. In addition to solving transport equations for the continuous phase, FLUENT 
allows you to simulate a discrete second phase in a Lagrangian frame of reference. This 
second phase consists of spherical particles (which may be taken to represent droplets or 
bubbles) dispersed in the continuous phase. This modelling approach is commonly called as 
discrete phase modelling (DPM). DPM computes the trajectories of these discrete phase 
entities, as well as heat and mass transfer to/from them. Trajectories of the secondary phase 
were calculated using discrete phase inertia, hydrodynamic drag, gravity force and other 
interphase forces. 
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d . - 
SP = Fy(u-u,) += fe ee (a 


Where F, is the additional acceleration (force/unit particle mass) and Fp(u-uy) is the drag 
force per unit particle mass. 

The dispersed phase particles are not passive contaminants and the presence of these 
particles may influence the flow of the continuous phase. The level of interaction becomes 
especially complex for a turbulent flow field. Secondary phase loading and the number 
density of particles determine the level of interaction or degree of coupling between the 
continuous phase and dispersed phase. Depending on the degree coupling (one way, two 
way or four way), solutions of the both phases interact with each other (see Ranade, 2002 for 
more details). Due to the strong interaction of between the droplets and the surrounding 
fluid, in the present work, four way coupling: continuous phase-dispersed phase particles- 
dispersed phase particles-continuous phase, was used. 

When the continuous phase flow field is turbulent, its influence on particle trajectories needs 
to be represented in the model. The situation becomes quite complex in the case of two-way 
and four-way coupling between continuous phase and dispersed phase, since the presence 
of dispersed phase can affect turbulence in the continuous phase and vice versa. For such 
cases, it is necessary to calculate the trajectories of a sufficiently large number of particles 
using the instantaneous local velocity to represent the random effects of turbulence on 
particle dispersion. The instantaneous velocity is equal to the mean velocity (which is 
known) plus a fluctuation velocity (which is unknown). Predictions using a turbulence 
model may give values of variance of the fluctuating velocity. The assumption of a Gaussian 
distribution for the fluctuations and a random value for fluctuation to be added to the mean 
velocity is not sufficient to obtain the instantaneous value. Instantaneous values should 
satisfy the Lagrangian correlation coefficient along the trajectory. Several models have been 
proposed to estimate the instantaneous velocity. See, for example, reviews by Sommerfeld 
(1993) and Gouesbet and Berlemont (1999). Two commonly used models to estimate 
instantaneous fluid velocity from the time-averaged flow field of the continuous phase are 
discrete random walk (DRW) model (Sommerfeld, 1990) and continuous random walk 
(CRW) model (Thomson, 1987). In the present study the DRW model was used. In this 
model, the fluctuating component of the velocity is assumed to have a Gaussian distribution 
and is calculated by multiplication of a normally distributed random number and the local 
root mean square (rms) value of the velocity fluctuations. The same value of random 
number is used for the eddy lifetime (integral time scale). For each eddy lifetime, new value 
of random number is used. This stochastic process generates a correlation coefficient which 
linearly decreases from 1 at a delay equal to zero, to 0 at a delay equal to twice the eddy 
lifetime. Despite such a crude approximation for the correlation coefficient, this approach 
leads to reasonable results (Sommerfeld, 1990). 

It is necessary to model the droplet collisions, breakup and coalescence to simulate the spray 
realistically. In the present work, the droplet collision model, available with FLUENT™, 
was used to simulate the droplet collisions. The O'Rourke collision algorithm was used for 
computationally efficient spray calculation. The O'Rourke method is a stochastic estimate of 
collisions. It makes the assumption that two parcels may collide only if they are located in 
the same continuous-phase cell (O'Rourke, 1981). This assumption is valid only when the 
continuous-phase cell size is small compared to the size of the spray. Once it is decided that 
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two parcels of droplets collide, the algorithm further determines the type of collision. Only 
coalescence and bouncing outcomes are considered. The probability of each outcome is 
calculated from the collisional Weber number. This collision model assumes that the 
frequency of collisions is much less than the particle time step. Also, the model is most 
applicable for low-Weber-number collisions where collisions result in bouncing and 
coalescence. FLUENT offers two spray breakup models: the Taylor Analogy Breakup (TAB) 
model and wave-model. In the present study, the TAB model was used to simulate the 
droplet breakup. This model is applicable for Weber number less than 100. Accurate 
determination of droplet drag coefficient is crucial for accurate spray modelling. In this 
project work, a dynamic drag model was used to account for variations of the droplet shape. 
More details of droplet collision model, TAB model and dynamic drag model can be found 
in the FLUENT™ User Guide. 


3.2.2 Heat and mass transfer models 

Three models corresponding to following three different regimes of heat and mass transfer 
between the dispersed and continuous phases were considered. 

e Inert heating 

e Vaporization 

e = Boiling 

Inert heating 


For the liquid droplet when its temperature is less than the vaporization temperature Tyap of 
the droplet and/or when all the volatile mass of the drop is evaporated, the inert heating 
was considered. These conditions may be written as (Sommerfeld, 1993): 


TS Tip és 


Mp S(1— fro)po 
Where Tp is droplet temperature, Top is the vaporization temperature, po is the initial mass 
of the droplet, mp is the current mass of drop and fo is mass fraction of the volatile 
components. When these conditions are satisfied, the following heat balance equation was 
used to relate the drop temperature Tp(t) to the convective heat transfer: 


aT, 
MpCpp ar =hAp (tT = Tp) (6) 
Where / is the heat transfer coefficient calculated using Ranz and Marshall (Gouesbet and 
Berlemont, 1999; Sommerfeld, 1990) and T., is the continuous phase temperature. 


Vaporization from drop 


When the evaporation of liquid phase starts, it is essential to consider the mass transfer as 
well as heat transfer from the drop surface. This regime of droplet heating was initiated 
when the temperature of the droplet reaches the vaporization temperature, Tyap and 
continues until droplet reaches the boiling point, Typ, or until the droplet’s volatile fraction is 
completely consumed (Sommerfeld, 1990): 


Tp < Thy 


Mp >(1- fro)™Mpo 


(7) 
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Mass transfer: The rate of vaporization was modelled by relating the flux of droplet vapor 
into the gas phase to the gradient of the vapor concentration between the droplet surface 
and the bulk gas as (Gouesbet and Berlemont, 1999 ): 


N;= k.a(C;, =Cis) (8) 


The concentration of vapor at the droplet surface is evaluated by assuming that the partial 
pressure of vapor at the interface is equal to the saturated vapor pressure, Psq1, at the particle 
droplet temperature, Tp: 


Cic= sat,Tp (9) 
‘8 RTp 
where R is the universal gas constant. 
P 
Cpe= ky a (10) 


where Xi is local bulk mole fraction of species i, Pop is the operating pressure and T., is the 
local bulk temperature in the gas. The mass transfer coefficient k, was calculated using the 
correlation of Sherwood and Pigford (Sommerfeld, 1993): 


Sh = 2+ 0.5252 * Re® Sc°? (11) 


The mass of droplet reduced to 


Where M,; is the molecular weight of species i and mp is the mass of the droplet. 

Heat transfer: The droplet temperature was updated according to a heat balance that relates 
the sensible heat change in the droplet to the convective and latent heat transfer between the 
droplet and the gas: 


dmp 
A 13 
Fr (13) 


aT, 
MpCpp ae =hA(Tp -T,,) + 


Boiling from the drop 
This phase was initiated when the temperature of the droplet has reached the boiling 
temperature, T;», and while the mass of the droplet exceeds the non-volatile fraction, (1 — fio): 
Fp 2 Toy 
Mp =(1— foo )Mpo 


When the droplet temperature reaches the boiling point, a boiling rate equation is applied 
(Sommerfeld, 1993) 


ldo) nia (1+0.23,/Re,) In 14 Polke = To) (15) 
dt PrPol p hf, 


(14) 
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Where, Cp., is the specific heat of gas (J/kg-K), pp is the density of drop (kg/m/*) and k,,is the 
thermal conductivity of the gas (W/m-K). Note that the model requires T,, > Th) in order for 
boiling to occur and that the droplet remains at fixed temperature (T;,) throughout the 
boiling law. 

Mass transfer of gas phase component to drop 


The rate of C) mass transfer was modelled by relating the flux of C2 into the droplet to the 
differential of the C2 concentration between the bulk gas and droplet surface as 


N; =k,a(C;..-C;,s) (16) 


The concentration of vapor at the droplet surface is evaluated by assuming that the partial 
pressure of vapor at the interface is equal to the saturated vapor pressure, P. , at the 
particle droplet temperature, Tp: 


is 
Gc .= sat, Tp (17) 
“~— RTp 
where R is the universal gas constant. 
P 
Cio =Yis— 18 
io VRE (18) 


where y; is local bulk mole fraction of species i, Pop is the operating pressure and T., is the 
local bulk temperature in the gas. The mass transfer coefficient k, was calculated using 
Equation 8. 


3.2.3 Polymerization reaction 

Some polymerizations can be characterized by chain initiation, chain propagation, chain 
transfer, chain termination, and catalyst deactivation. Obtaining their absolute rates as a 
function of process conditions is the ultimate goal of the kinetic studies. However, in some 
solution polymerization processes, the majority of the kinetic studies are on the relative 
polymerization kinetic rates, which enables modelling of polymer properties as well as 
quantification of the overall material balance for the reactors. Different and more accurate 
experimental methods are required to estimate the absolute kinetics than are used to 
develop the relative ones. In many instances, the absolute chain propagation and the 
catalyst deactivation rate constants are used for the catalyst efficiency. The reaction rate is 
obtained by multiplying the catalyst flow rate by catalyst efficiency. The catalyst efficiency 
expression used in the present work is: 


wk 
E=K eC itamienl 2 (19) 
ky 


where, E is the catalyst efficiency [Ib polymer/Ib catalyst], K* is an empirical constant, 6 is 
the reactor residence time [s], kp is the propagation rate constant [1/s/(mol/L)], and k, is the 
catalyst deactivation rate constant [1/s]. 
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3.2.4 Influence of shroud velocity 

Shape and extent of the dilute zone formed by a jet in a reactor is controlled by different 
process parameter such as support tube exit velocities and nozzle design [1]. The shape of 
dilute zone and local fluid dynamics in the dilute zone determines the dispersion of the 
liquid catalyst in the dilute zone. Simulations were therefore carried out for two different 
support tube exit velocities, viz. 16 m/s and 32 m/s. The predicted velocity contours at the 
vertical plane cutting through the nozzle are shown in Figure 18. It can be seen from Figure 
18 that the jet coming out of the nozzle first travels horizontally and then turns to the 
upward direction. Momentum balance between the nozzle jet and bottom feed determines 
the shape and extent of jet and therefore the dilute zone in the reactor. The model 
predictions show better shroud flow at a higher support tube exit velocity. 


Shroud velocity= 32 m/s Shroud velocity= 16 m/s 
coor iT 
0 m/s 0.4 1.0 1.4 >2 


Fig. 18. Predicted Velocity Magnitude Distribution at r-z Plane Cutting through Nozzle for 
Different Shroud Flow Rates 


The CFD model was then extended to simulate the dispersion of catalyst droplets. DPM 
simulations were carried out to simulate the trajectories of the catalyst droplets without 
evaporation of solvent. Catalyst droplets were injected into reactor from the catalyst inlet of 
the nozzle. Inlet boundary conditions such as the drop size distribution, mass flow rate and 
velocity of the drops are very important. In the present work, experimentally measured 
drop size distribution fitted using the Rosin Rammler distribution was specified at inlet. The 
distribution parameters are thus: minimum diameter equal to 15 microns, maximum 
diameter equal to65 microns, mean diameter equal to 31.25 microns, and width of 
distribution equals to 1.6. Drops were injected into the reactor with a velocity equal to the 
atomizing gas velocity and a velocity of 150 m/s. The predicted snapshots of droplet 
dispersion for both tube velocities are shown in Figure 19. 

A few conclusions can be drawn from the predicted snapshots shown in Figure 19. The 
shape of dilute zone determines the trajectories of the droplets. For the 16 m/s tube velocity, 
the injected drops first move in the horizontal direction and are accumulated at the end of 
the dilute zone before moving up. Strong deceleration of the droplets along the jet and 
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sudden upward movement of jet might be responsible for this kind of dispersion. Such 
dispersion may cause strong interactions between droplets and lead to coalescence of the 
droplets or agglomeration of particles. On the other hand, the quality of dispersion is 
significantly improved when the support tube velocity is increased to 32 m/s. The increase 
in the tube velocity not only improves the shroud flow, but also significantly minimizes the 
extent of accumulation of droplets in the dilute zone. The predicted drop size distributions 
were converted into volumetric distributions. Such information is helpful for comparisons 
with the inlet distribution and gives insights into the chemical reaction in the dilute zone. 
The comparison of the predicted droplet size distributions at two different flow times (20 
milliseconds and 40 milliseconds respectively) for both support tube exit velocities is shown 
in Figure 20 together with the inlet distribution. It can be seen from Figure 20 that compared 
to the higher support tube flow, the predicted diameter distribution significantly moves 
toward the right direction for the lower support tube flow. It was also observed that the 
predicted distribution further moves to the right as the droplets proceeds with the flow. This 
suggests more coalescence in the dilute zone for the 16 m/s support tube velocity. Figure 20 
also shows very promising results with the support tube velocity equal to 32 m/s. The 
predicted droplet size distribution after 20 milliseconds for the 32 m/s feed velocity is very 
close to the inlet size distribution. Similar to 16 m/s results, the predicted drop distribution 
moves to the right with an increase in flow time. The results show much smaller volume 
fraction of larger droplets with the feed rate of 32 m/s than 16 m/s. 


(a) Shroud velocity= 16 m/s (b) Shroud velocity= 32 m/s 


Fig. 19. Predicted Snapshots of Droplet Dispersion in Dilute Zone at Three Different Time 
Intervals 


A polymerization reaction in a drop is a bulk or volumetric reaction. Therefore, the rate of 
polymer formation is directly dependant on the volume of the drop. It is possible to have 
different polymer formation rate for different droplet sizes. A separate model was 
developed to simulate the mass transfer of monomer from gas phase to droplet and 
simultaneous polymerization reaction. This model was then incorporated into the CFD 
model using user defined functions (UDF’s). The predicted results were used to shed some 
light on the particle growth process. The particle growth rate was estimated using predicted 
particle size. The predicted values of particle growth rate at different time intervals are 
shown in Figure 21. Few conclusions can be drawn from Figure 21. First, for both the 
particles, the rate of particle growth is very fast at the beginning. The particle growth rate 
then slows down. Second, the particle growth rate is comparatively very fast for bigger 
droplets than smaller droplets. This indicates that the larger droplets grow much faster than 
the smaller droplets and can form bigger particles. This phenomenon will influence the 
individual particle growth when different size droplets are fed into the reactor. Different 
particle growth rates also highlight the possibility of having different rate controlling steps 
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for polymerization reaction. The predicted growth rate suggests the possibility of having 
kinetically controlled reaction in the smaller drops due to smaller drop volume. Whereas, it 
is possible that reaction kinetics may not control the growth of bigger droplets. 
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Fig. 20. Influence of Support Tube Exit Velocity on Drop Diameter Distribution at 20 
Milliseconds and 40 Milliseconds 
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Fig. 21. Predicted Influence of Drop Size on Particle Growth Rate 
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It is of the interest to understand the influence of support tube velocity on the particle growth 
process due to polymerization reaction. The predicted particle size distributions at different 
time intervals for both the shroud velocity were then compared. The comparison of predicted 
particle size distribution for both the support tube flow rates is shown in Figure 22. It can be 
seen from Figure 22 that the higher support tube flow rate significantly influenced the particle 
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Fig. 22. Influence of Support Tube Flow Rate on Predicted Particle Diameter Distribution 


size distribution in reactor. It was observed that the better shroud flow not only controlled 
the rapid growth of the bigger particles but also significantly minimized the total volume 
fraction of the bigger drops present in the distribution. The obtained narrow particle size 
distribution at higher support tube flow rate suggests the possibility of having kinetic 
controlled polymerization reaction in almost all the fed droplets. Lower coalescence rate and 
reaction into kinetically controlled regime with higher shroud velocity will help to control 
the particle size distribution in the reactor. 


3.3 Summary of numerical modeling 

In this chapter, we have demonstrated the application of computational fluid dynamics 
(CFD) models for simulating reactive sprays. The present work highlighted the applicability 
of CFD models based on the Eulerian-Eulerian and Eulerian-Lagrangian approaches for 
simulating reactive sprays. Despite some of the limitations, computational models were 
shown to provide useful information on the transport processes occurring in the dilute zone. 
The computational models were able to predict the implications of operating conditions and 
dispersion of droplets in the dilute zone on the transport process and subsequent particle 
growth. Careful numerical experiments using these CFD models can be used for better 
understanding the characteristics of existing spraying operation, to enhance its performance, 
assess different configurations and greatly assist the engineering decision making process. 
The approaches, sub-models and the results discussed here will provide a useful basis for 
practical applications as well as for further developments. 

Although the models discussed here are capable of providing valuable and new insights 
which hitherto were unavailable, there is still significant scope to improve the fidelity of 
these models. 
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e Important and intellectually challenging fluid dynamic and transport phenomena occur 
at different length and time scales with sprays. On the micron scale, boundary layers 
and wake develop because of relative motion between drops and the gas. In addition to 
this, there are abundant complicated fluid dynamics factor at this length scale: shear 
driven internal circulation of the liquid in the droplet, Stefan flow due to vaporization 
and condensation, hydrodynamic interfacial instabilities leading to droplet shape 
distortion and subsequent droplet shattering and droplet interaction with the free 
stream turbulence of gas phase. Whereas, on the coarser scale, we have complexities 
associated with the exchanges of mass, momentum and energy of many droplets in the 
some sub-volume of interest and process by which a coherent liquid flow disintegrates 
into droplets. The problem becomes very complicated because of the strong coupling 
possesses by these different scales. One cannot explain the processes on the coarser 
scale without detail knowledge of the fine-scale phenomena. Note that in some practical 
problems, the disparity of length scale differ by several orders of magnitude so that a 
challenging subgrid modeling problem results. Actually, direct numerical simulation 
(DNS), where all the flow scales are resolved, could provide valuable insight. However, 
carrying out DNS of a complete spraying operation is a huge challenge due to 
computational cost. Large eddy simulation (LES), where only large scale turbulence is 
resolved can improve the accuracy of the spray simulation compared to the Reynolds 
averaged approaches (RANSs). However, the required models for simulating multi- 
physics of spraying operations are often non-existent or lack the desired accuracy. 

e Characterization of primary atomization represents a challenge for experiments. 
Numerical modeling should provide a much needed alternative. However, numerical 
studies of primary atomization are also sparse. No clear gold standard has emerged on 
how to conduct a numerical simulation of complex two-phase flows. Therefore, several 
key issues such as the discontinuous nature of the flow properties across the phase- 
interface, the singularity of the surface tension forces, and the very large range of scales 
involved in atomization remain unanswered. 

Adequate attention to key issues mentioned above and the creative use of computational 

flow modeling will hopefully make useful contributions to industrial spraying operation. 
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1. Introduction 


The importance of numerical simulation in hydraulic components design is rapidly 
increasing. In fact, the computational simulations of compressible and incompressible flows 
can relevantly support experiments, and the CFD is becoming a valuable tool also for the 
design and the pre-prototyping processes (Yang, 2002, 2005; Barman, 2005). Moreover, the 
human and computational resources to be involved in the numerical analysis are now not 
only acceptable, but also advantageous, thanks to the continuous development of 
computational platforms, as well as of the CFD tools. 

Nevertheless the accuracy and reliability of the numerical results must be addressed when 
approaching a new problem, since they demonstrated to be very sensitive to the fluid- 
dynamics characteristics of the case studied (such as the Reynolds number in the critical 
sections, the geometry complexity and the boundary conditions). For example, the widely 
used cylindrical orifices (metering valves, directional valves, injectors, instruments, etc.) 
show that the fluid dynamic performance is significantly affected by the geometrical details; 
consequently, a sharp-edge inlet presents an efflux coefficient lower than a rounded one 
(Ohrn et al., 1991), while small modifications in the curvature can determine remarkable 
differences both in the flow field, and in pressure losses. 

Furthermore, a key feature in the design process of fluid power components and systems is 
the capability of controlling or avoiding cavitation and aeration. The problems caused by the 
cavitating phenomena are widely known (Oshima & Ichikawa, 1985, 1986) and they can lead 
to efficiency loss, vibrations and noise, unexpected change in the characteristics of flow rate 
and flow forces and even erosion of the components when the phenomenon becomes 
particularly aggressive (Oshima e al., 2001). 

Therefore, the possibility of predicting cavitation is fundamental in hydraulic components 
design and both experiments and numerical simulation have to be employed and integrated 
in order to help the understanding of the basics of cavitation occurrence. Particularly, 
numerical analysis can provide a great amount of data that can extend the experimental area 
and deepen the insight of the physical phenomenon (Yang, 2002, 2005). Nevertheless, the 
accuracy and reliability of the numerical models have to be addressed when approaching a 
new problem or when they are modified to account for a more detailed description of the 
physical process. The model sensitivity with respect to the fluid-dynamics characteristics of 
the case studied (such as the Reynolds number in the critical sections, the geometry 
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complexity and the boundary conditions) must be properly addressed before adopting the 
numerical tool as a predictive design tool. 

When addressing numerically the flow through the metering section of hydraulic 
components, particular care should also be devoted to the operating conditions accounted 
for in the simulations. In fact, the behaviour of the flow is usually highly time dependent, as 
well as the geometry of the component varies according to the working conditions. Thus, 
the choice of carrying out a steady state or a fully transient CFD simulation of the 
component is a critical issue in the design methodology. On one hand, the former approach 
is characterized by a significantly lower computational effort as well as a shorter case setup 
time, but it evaluates the fluid-dynamics performance of the hydraulic component only 
under the assumption of steady state operation, which is often a very limiting restriction 
compared to the real operations. Conversely, the fully transient CFD calculation predicts 
more accurately the real behaviour of the flow within the hydraulic component, but the 
required computational effort is remarkably large and both the setup time and the 
simulation execution duration can be considerably long. Therefore, it is important to 
highlight the quality of the results that can be obtained by performing these two types of 
CDF simulations, in order to select the correct approach for each analysis that has to be 
carried out. 

In this chapter, the above mentioned critical aspects in the application of multidimensional 
numerical analysis for the design of mechanical devices and components for hydraulic 
systems are addressed. The objective of the chapter is to provide a roadmap for the 
multidimensional numerical analysis of the hydraulic components to be used effectively in 
the design process. In particular, two examples of hydraulic systems are accounted for in the 
application of the CFD analysis: a proportional control valve and a fuel accumulator for 
multi-fuel injection systems. These test cases have been selected due to their 
representativeness in the field of hydraulic applications and to the complexity and variety of 
the physical phenomena involved. 


2. Prediction capabilities of the numerical models 


The Navier-Stokes equations for isothermal, incompressible flows are solved by means both 
of the open source multidimensional CFD code OpenFOAM (OpenCFD, 2010, 
OpenFOAM®-Extend Project, 2010), and the commercial CFD code ANSYS CFX. Bounded 
central differencing is used for the discretization of the momentum, second-order upwind 
for subgrid kinetic energy. Pressure-velocity coupling was achieved via a SIMPLE similar 
procedure. The second-order implicit method is used for time integration scheme. No time 
integration scheme is involved, and all the calculations are performed under steady state 
conditions. 

In the modeling of the turbulent cases the performance of three turbulence models are 

investigated: 

1. The standard k-e model (KE), including wall functions for the near-wall treatment; 

2. the a low-Reynolds number model developed by Launder and Sharma (LS), (Launder & 
Sharma, 1974) in which the transport equations for the turbulent quantities are 
integrated to the walls; 

3. the two zonal version of the k-o model, known as the shear stress transport model (SST) 
(Menter, 1993). 


Multidimensional Design of Hydraulic Components and Systems 251 


Since the objective of this investigation is the analysis of confined flows, the attention is paid 
to near-wall behaviour, to the damping functions and to the boundary conditions. Hence the 
choice of addressing the predictive capabilities of turbulence models with a different near 
wall treatment is made. In the k-e model, the transport equations are not integrated to the 
walls. Instead the production and dissipation of kinetic energy are specified in the near-wall 
cell, using the logarithmic law-of-the-wall. The validity of the near wall treatment requires 
that the values of the y* must be in the range between 30 and 100. In the k- e model 
formulation proposed by Launder and Sharma the definition of the turbulent kinetic energy 
dissipation is modified to account for the low Reynolds regions close to the wall. In fact, this 
equation is solved for € instead of ¢, and a new term E is added to compensate for 
additional production and to further balance diffusion and dissipation in the vicinity of the 
walls. In this way, the Launder and Sharma approach has the advantage of the natural 
boundary condition €=0 at the walls. The model’s constants are the same as the standard 
formulation, but the damping factor functions are evaluated as a function of the turbulent 
Reynolds number. The boundary conditions at the wall are k, =0 and é=0. For the low 
Reynolds number turbulence models the requirement on the y* values is more stringent, in 
fact y* should never be larger than one. The. shear stress transport model is derived from 
the original two zonal version of the k-@ model proposed by Wilcox (Wilcox, 1988), and 
based on the transport equation proposed by Kolmogorov. In this model the damping 
functions in near-wall regions are not necessary. The eddy viscosity is calculated as the ratio 
between the turbulent kinetic energy and the the specific dissipation, . The original version 
of the model demonstrated to be very sensitive to @ specified in the free-stream (Menter, 
1994). Therefore a new formulation was proposed by Menter combining the the k- model 
by Wilcox in the inner region of the boundary layer, and the standard k - ¢« in the outer 
region and the free-stream. The equation differs from the one of the original k-@ model 
because of an additional cross-diffusion term. In the inner part of the boundary region the 
model’s constants are the same as the k-w model, while in the outer region they become 
similar the k-e ones. The boundary conditions do not change from the original k-@ model 
formulation, and similarly require y* smaller than 3. In this analysis careful attention was 
paid in order to comply with the requirements on the y* values for the different turbulence 
models adopted. 


2.1 Flow through a circular pipe 

First phase of the analysis is the simulation of the fundamental test case represented by the 
flow through a circular pipe. The geometrical domain is assumed to be a straight circular 
pipe, characterized by an axial length equal to 1.0 m and a diameter of 10 mm, pure water is 
considered as the operating fluid and both laminar and turbulent conditions are accounted 
for. Due to the axial symmetry of both the geometry and the boundary conditions, the 
simulations assume a two dimensional domain. Therefore, the meshes are defined as 
circular sectors with an angular amplitude equal to 5° (see Fig.1). 

A preliminary sensitivity analysis with respect to the grid resolution is carried out, in order 
to assess the best compromise between the accuracy of the results and the computational 
cost. Different grids are constructed varying the cell spacing both in the axial and radial 
direction. For the laminar case, the cell axial dimensions equal to 1.0, 2.5, and 10 mm are 
compared keeping constant the resolution along the cylinder radius (i.e. 0.3 mm); whereas 
the grids used in the turbulent case are characterized by a radial cell size equal to 0.3, 0.1 
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Fig. 1. 2D mesh for the straight circular pipe 


Grid Turbulence 
Cece ED ceds (ax. & rad.) Model 
A_1; A_2;A_3;A_4 FOAM 1.0x0.3; 2.5x0.3; 5.0x0.3; 10.0x0.3 Laminar 
A_5; A_6; A_7; A_8 CFX 1.0x0.3; 2.5x0.3; 5.0x0.3; 10.0x0.3 Laminar 
A_9; A_10; A_11 FOAM 5.0x0.05; 5.0x0.1; 5.0x0.3 LS 
A_12; A_14; A_16 CFX 5.0x0.05; 5.0x0.1; 5.0x0.3 KE 
A_13; A_15; A_17 CFX 5.0x0.05; 5.0x0.1; 5.0x0.3 SST 


Table 1. List of simulations for the laminar and turbulent flow through the circular pipe 


and 0.05 mm and a constant axial dimension (ie. 5 mm). The meshes consist only in 
hexahedrons and prisms along the cylinder axis; the height of the cells near the walls is 
carefully chosen in order to comply with the requirements of the turbulence models used in 
the simulations on the distance to the wall of the first node. Table 1 shows the 
comprehensive list of the simulations performed. For the laminar cases a fluid axial velocity 
of 0.1 m/s is set at the inlet boundary, while a static pressure boundary condition was 
considered at the pipe outlet. The numerical results for the laminar regime were compared 
with the Hagen-Poiseuille theory (Pao, 1995), that is applicable when no relative motion 
between the fluid and the wall appears, and an incompressible Newtonian fluid undergoes 
to a isothermal laminar flow. Under these assumptions, the axial velocity profile versus the 
distance from the axis can be determined from the expression: 


“(Bhan : 


As well known, the laminar velocity assumes the fully developed profile at a distance from 
the pipe inlet on the basis of the Langhaar length, defined as: 


L'=0.058-Re-D (2) 


In Figs. 2 a) and c) the theoretical axial velocity profile as a function of the distance from the 
cylinder axis is compared with the calculated profiles for the different grid resolutions. Both 
codes used in the simulations demonstrated a good agreement with the axial velocity profile 
derived from the Hagen-Poiseuille, and also demonstrated a negligible influence on the cell 
dimension. Similar behaviour could be noticed in the velocity profile prediction, see Figs. 2 
b) and d), and practically no differences could be seen among the simulated cases. 

When investigating the flow field under fully turbulent conditions a fluid axial velocity of 
5.0 m/s was set at the inlet boundary. Calculations were performed for three grids having 
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different cell dimensions, and the performance of the turbulence models described in the 
previous sections (i.e. the standard k - ¢ model, the k - @ shear stress transport model and 
the low Reynolds Launder-Sharma models) is investigated. The results were compared 
with the experimental measurements performed by Nikuradse available in literature (Pao, 
1995). In Figs. from 3 to 5 the axial velocity versus the distance from the cylinder axis and 
the cylinder outlet are depicted. The KE model demonstrated a good agreement with the 
measurements and a scarce sensitivity to the grid size; in particular the logarithmic law- 
of-the-wall was able to capture the curvature of the axial velocity in proximity to the wall. 
Whereas, the SST model resulted to be remarkably more influenced by the mesh 
resolution. In fact Fig. 4 b) shows that the predicted axial velocity differs significantly for 
the three simulated grids. In particular the coarser grid calculation underestimates the 
velocity magnitude, while the discrepancy between the curves relating the fine and 
intermediate meshes are less evident and closer to the results found for the KE model. The 
more evident sensitivity of the SST model to the grid size is due to the stricter 
requirement on the distance of the first grid node to the wall. The sensitivity to the mesh 
resolution was found to be even more marked for the LS model (see Fig. 5). In this model, 
in fact, the transport equations are integrated up to the wall and the effect of the near wall 
cell is more directly transferred to the inner domain. This model demonstrated to 
overestimate the axial velocity in the core region as a consequence of the velocity 
magnitude tendency when approaching the wall boundary. The dissipation of the 
turbulent kinetic energy is therefore overestimated and the model constant should be 
tuned accordingly. For the present study the constants of the considered models were 
kept the same as the suggested values. 
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Fig. 2. a) and c) Axial velocity profile vs. the distance from the axis and b) and d) axial 
velocity profile along the cylinder axis vs. the distance from the pipe inlet: comparison 
among different grid resolutions (laminar regime) 
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Fig. 3. a) Axial velocity profile vs. the distance from the axis and b) Axial velocity profile 
along the cylinder axis vs. the distance from the pipe inlet: comparison among different grid 
resolutions (KE model) 
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Fig. 4. a) Axial velocity profile vs. the distance from the axis and b) Axial velocity profile 
along the cylinder axis vs. the distance from the pipe inlet: comparison among different grid 
resolutions (SST model) 
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Fig. 5. a) Axial velocity profile vs. the distance from the axis and b) Axial velocity profile 
along the cylinder axis vs. the distance from the pipe inlet: comparison among different grid 
resolutions (LS model) 
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2.2 Flow through a small sharp-edged cylindrical orifice 

Further step of the analysis is the investigation of the flow pattern through a sharp-edged 
cylindrical orifice. Although the geometry of this test case is very simple, it well represents 
the fluid-dynamics conditions which can be found in the critical sections of many hydraulic 
components. In addition, experimental measurements of the flow through abrupt section 
change in circular pipes are available in literature. Therefore, it is possible to address the 
predictive capabilities of the numerical calculations by comparing the main flow 
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characteristics with experiments. In the present work the measurements carried out by 
Ramamurthi and Nandakumar in 1999 were taken as a reference. In the experiments, with 
reference to pure water, the effects of varying the diameters of the sharp-edge orifice and the 
ratio of the inlet diameter (d) and the orifice length (/) are investigated for different Reynolds 
numbers of operation. The experimental set-up consisted of a tank for the water, a nitrogen 
gas source for pressurizing the tank and a feed-line fitted with flow control valves for 
supplying water to the orifice. The modelling of the experimental device focuses only on the 
orifice geometry, and particular care is paid to assure that the flow at the orifice extremes is 
not influenced by the inlet and outlet of the CFD domain. To do this, two plenums are 
considered at the orifice inlet and outlet, each one having a diameter and an axial length ten 
times larger than the orifice diameter. Thanks to the axial symmetry of the geometry and of 
the boundary conditions, it is possible to account only for a 5° sector of the whole domain, 
and to simulate the experiments as two dimensional cases. Fig. 6 shows an example of the 
CFD domain used. The simulations accounted for three orifice diameters (i.e. 0.5, 1 and 2 
mm), three aspect ratios (i.e. 1, 5 and 20) and different Reynolds numbers. The complete list 
of the simulations, together with their main features, is detailed in Table 2. 


i ce iiliscadel 


Fig. 6. CFD domain for the small sharp-edged cylindrical orifice test case 


. : Turbulence 
Case # Section diameter I/d Reynolds number Model 
B_1; B_4; B_7 0.5; 1.0; 2.0 mm 1 5x103; 1x104; 2x104 KE 
B_2; B_5; B_8 0.5; 1.0; 2.0 mm 5 1.1x104; 2x104; 4x104 KE 
B_3; B_6; B_9 0.5; 1.0; 2.0 mm 20 2x104; 4x104; 6x104 KE 
B_10; B_13; B_16 0.5; 1.0; 2.0 mm 1 5x103; 1x104; 2x104 SST 
B_11; B_14; B_17 0.5; 1.0; 2.0 mm 5 1.1x104; 2x104; 4x104 SST 
B_12; B_15; B_18 0.5; 1.0; 2.0 mm 20 2x104; 4x104; 6x104 SST 
B_19; B_22; B_25 0.5; 1.0; 2.0 mm 1 5x103; 1x104; 2x104 LS 
B_20; B_23; B_26 0.5; 1.0; 2.0 mm 5 1.1x104; 2x104; 4x104 LS 
B_21; B_24; B_27 0.5; 1.0; 2.0 mm 20 2x104; 4x104; 6x104 LS 


Table 2. List of simulations for the turbulent flow through a small sharp-edged cylindrical 
orifice 


In the modelling, the above mentioned standard k-e model, the shear stress transport model 
and the low Reynolds Launder-Sharma model are compared. Moreover, similarly to the 
flow through a circular pipe case, different grid resolutions are tested to reduce the grid 
sensitivity. Finally, a ratio between the radial cell dimension and the orifice radius of 0.02 is 
found to be a good compromise between computational cost and results accuracy. The 
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numerical results are compared with measurements mainly in terms of the orifice discharge 
coefficients. In the experiments the discharge coefficient is calculated using the relation: 


Q=c,A,|- @) 
p 


where Ap is the pressure drop across the orifice, p the fluid density, Ao the orifice 
geometrical area and Q the volumetric flow rate. 

Particular care was devoted in calculating the pressure drop and, in order to assess the 
influence of the abrupt section change only, it was defined as the difference between the 
inlet static pressure, p,, , and the static pressure at the vena contracta position, p,,.. 


Fig. 7. Axial pressure for the small sharp-edged cylindrical orifice test case 


With reference to Fig. 7, the fluid pressure in the vena contracta section, and the axial 
position of both the vena contracta (x,,) and the reattachment section (x,) are accurately 


estimated using the pressure distribution along the orifice length. In particular, the latter 
parameter is assumed as the axial coordinate of the relative maximum of the pressure profile 
downstream the vena contracta position. Fig. 8 a) collects, for all the cases reported in Table 3, 
the comparison between the experimental and the predicted discharge coefficients. As shown, 
for a given test case and for a wide variation of the Reynolds Number, each graph directly 
compares the experimental discharge coefficient with the numerical predictions obtained by 
using all the turbulence models previously depicted. The agreement of the calculated 
discharge coefficients and the experiments varied significantly among the test cases. The 
simulations demonstrate a better predictive capability for larger aspect ratios and lower 
Reynolds number. Under these conditions, the values calculated by using the KE and SST 
models are sufficiently close to the measured ones. On the other hand, a worse agreement is 
found for lower aspect ratios. Both turbulence models are able to capture the overall trend of 
the experiments, even though the SST model demonstrated a better accuracy. 

While the behaviour of the KE and SST resulted to be similar, the values calculated by the 
LS model are found to be significantly different from measurements, and in particular for 
cases characterized by a small diameter and a low aspect ratio. The tendency of the LS 
turbulence model of underestimating the velocity close to the wall (highlighted in the flow 
through a circular pipe analysis also) is therefore confirmed. Consequently, the high 
turbulent kinetic energy dissipation rate causes a reduced velocity in proximity to the wall, 
thus forcing a smaller orifice effective area. This behaviour can be noticed also when 
comparing the axial coordinate of the vena contracta and of the reattaching point calculated 
by using the three turbulence models (see Fig. 8 b) and c) ). A similarity can be noticed for 
the KE and SST models: while the reattaching points calculated by the LS model result to be 
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Fig. 8. a) Experimental and calculated discharge coefficients and axial coordinate of b)the 
vena contracta position and c) the reattaching point for different Reynolds number 


a)1/d=1; d =0.5 mm; Re = 5x10e3 b)1/d=5:d =1.0 mm: Re = 2x10e4 c)1/d = 20; d = 2.0 mm; Re = 6x10e4 


[ms] 12.5 6.25 0.0 [ms] 25 12.5 0.0 [ms] 40 
ee _—— CE 
Sst — 
Ls —— ' 
ae 
[kPa] 70 25 -20.0 [kPa] 260 50 160.0 [kPa] 650 125 400 


Fig. 9. Turbulence models influence on the velocity magnitude and pressure distribution 


more distant from the orifice inlet. In many cases the relative maximum in the pressure 
profile along the geometry axis is found to be downstream the orifice outlet. This behaviour 
can be explained by investigating the velocity and pressure distribution along the channel 
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(see Figs. 9). Finally, it is possible to conclude that the standard k-e model and the k-@ shear 
stress transport models demonstrate a sufficient accuracy in calculating the discharge 
coefficients for most of the analyzed cases. Contrarily, the low Reynolds Launder-Sharma 
model is found to overestimate the turbulent kinetic energy dissipation, particularly in the 
wall proximity, thus causing an underestimation in the orifice effective area prediction. For 
the small diameter and low aspect ratio cases, the cavitating phenomena cannot be 
neglected in order to predict with a reasonable accuracy the discharge coefficients. 


3. Modelling of cavitation and aeration 


Once the predictive capabilities of the numerical models for the simulation of the 
incompressible flow are investigated, further step of the analysis is the modelling of the 
cavitation and aeration phenomena. The cavitation model used in this work is based on a 
barotropic equation of state approach and it assumes that the two phases (gas and liquid) 
have equal velocities and temperatures at any point of the flow (i.e. homogeneous 
equilibrium) (Yadigaroglu & Lahey, 1976). The assumption of isothermal flow is also made. 
The selected barotropic equation used in the modelling reads as follows: 


dp dp 
dp _, dp 4 
FTieeeeT @) 


where wy is the mixture compressibility. The parameter that accounts for the amount of fluid 
which is in the liquid or gaseous phase is the following: 


y= P— Psat (5) 
Pref a4 Psat 


where the reference gas density (p) is determined as the maximum value between the 
vapour density of the liquid fluid and the dissolved gas density at the current local pressure. 
The amount of dissolved gases which are locally released is calculated by introducing the 
Henry law for the equilibrium condition and accounting for the time dependence of 
solubility on a Bunsen coefficient basis. The released gas amount is firstly calculated from 
Henry law and the initial volume fraction of dissolved gas. The influence of time on gas 
absorption and dissolution is then accounted for by means of the Bunsen coefficient, cp; 
thus the time variation of the released gas volume fraction, ¢,, can be calculated as follows 
(Weiss, 1970; Zarotti, 1998; Payri et al., 2002): 


Ge, SOPs, 
dt T, 


(6) 
Cc 

where « is the gas - liquid saturated mass ratio, and 1, is the time constant of the 
absorption or dissolution of the gas into the liquid medium. The Bunsen coefficient can 
range approximately from 0.02 for water to 0.09 for mineral oil (Zarotti, 1998), while it is 
very difficult to find in literature typical values of the time constant +, . Unfortunately, this 
lack of data is a stringent restriction for the gas release estimation. In fact, the amount of gas 
released during an expansion process is greatly influenced by the time constant, as well as 
the amount of gas which is dissolved during compression. Fig. 10 shows the volume fraction 
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between the released gas and the liquid during an expansion from 1 bar to the liquid vapour 
pressure, a settling phase and a subsequent compression back to 1 bar. The time for the 
expansion and compression phases is set to 0.2 s while the settling phase is equal to 0.8 s. 


1.2E+05 7 0.06 
€ (equilibrium) 

« (re=1.5) 

€ (re=1.0) —— 0.05 
t (ro=0.5) 


Pressure [Pa] 
bad 
; 
° 
be 
Released gas volume fraction 


0.0 0.2 04 0.6 Os 10 12 14 16 18 20 
Time [s} 


Fig. 10. Released gas volume fraction during an expansion and compression cycle 


Different time constants are compared, and it is possible to notice that the released gas 
volume fraction is far from the equilibrium value both for the expansion and the 
compression processes. Thus, the released gas is not dissolved immediately and it lasts for a 
time period comparable with the process itself. The CFD analysis is carried out by means of 
the open source computational fluid dynamics code OpenFOAM. Bounded central 
differencing is used for the discretization of the momentum, second-order upwind for 
subgrid kinetic energy, and the mixture fraction. Pressure-velocity coupling is achieved via 
a Pressure Implicit Splitting of Operator algorithm similar procedure. The second-order 
implicit method is used for time integration scheme. The cavitation model originally 
implemented in OpenFOAM code does not account for the effects of turbulence. Therefore, 
the code is modified in order to account for the turbulence in the compressible flow 
equations. The approach to turbulence modelling is simplified since the effects of the liquid 
- gas/vapour interface are neglected, and this point remains an area for further 
investigation. In all the simulations carried out for the present work the turbulence is 
modelled by means of the two zonal version of the k-@ model, known as the shear stress 
transport model (Menter, 1993). The grids used in the simulations are constructed paying 
careful attention to comply with the requirements on the y* values for the k- o SST 
formulation. Finally, the liquid and gaseous phase is tracked by using the volume of fluid 
(VOF) method where both fluid phases are compressible. The numerical approach is 
preliminarily validated by simulating a test case available in literature (Ramamurthi & 
Nandakumar, 1999) and comparing the numerical results with the experimental 
measurements. The selected geometry is a sharp-edged cylindrical orifice and the working 
fluid is water. The properties of water used in the simulations are the standard values at the 
reference temperature of 293 K. The dissolved gas fraction is assumed equal to the average 
value for tap water at ambient pressure, i.e. 0.01%. In the experiments the effects of varying 
the diameters of the sharp-edge orifice and the ratio of the inlet diameter (d) and the orifice 
length (I) are investigated for different Reynolds numbers of operation. The modelling of the 
experimental device focuses only on the orifice geometry, and particular care is paid to 
assure that the flow at the orifice extremes is not influenced by the inlet and outlet of the 
CFD domain. To do this, two plenums are considered at the orifice inlet and outlet, each one 
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Fig. 11. CFD domain for the small sharp-edged cylindrical orifice case (d=1 and 1/d = 20) 


pane I/d Reynolds number 

0.5 mm 20 4.5x103; 1.1x104; 1.8x104 
50 5.9x103;8.5x104; 1.2x104 
20 1.1x104;1.8x104; 3.4x104 
50 8.8x104; 12.6x104; 3.3x104 
20 3.4x104; 4.9x104; 7.2x104 

2.0 mm 50 1.2x104; 3.4x104; 5.6x104 


Table 3. Test cases for the flow through a small sharp-edged cylindrical orifice 


having a diameter and an axial length ten times larger than the orifice diameter. Thanks to 
the axial symmetry of the geometry and of the boundary conditions, it is possible to account 
only for a 5° sector of the whole domain, and to simulate the experiments as two 
dimensional cases. Fig. 11 shows an example of the CFD domain used. The present analysis 
focuses only on the geometrical configurations and operating conditions where cavitation 
was evidenced by the experiments in (Ramamurthi & Nandakumar, 1999). Table 3 details 
the test cases that are accounted for in the simulations. The numerical results are compared 
with measurements mainly in terms of the orifice discharge coefficients calculate as 
described in section 2.2. In order to evaluate the influence of cavitation and aeration 
modelling on the results’ accuracy, the test cases are simulated by means of three different 
numerical approaches to cavitating flows analysis, i. e. a numerical approach which 
accounts for turbulent flows but does not include any cavitation model, a second approach 
which includes the cavitation model but assumes the flow as laminar and a third numerical 
approach with accounts both for turbulence and cavitation. Evidently, the computational 
cost increases from the first approach to the last one, and the accuracy of the results which 
can be obtained depends on the single problem that has to be simulated. Therefore, the 
predictive capabilities of the above mentioned numerical approaches are addressed when 
simulating cavitating flows. Fig. 12 shows the comparison between the experiments and 
calculations for the selected test case in terms of discharge coefficients. In the Figure the 
trend of the discharge coefficients in case of attached flow is also plotted (dotted line). This 
line represents the limit between the hydraulic flip cases and the reattached flow conditions. 
All the numerical approaches used in the simulation demonstrate to predict the discharge 
coefficient trend as a function of the Reynolds number. Nevertheless, the results’ accuracy 
increases when adopting a cavitation model. In fact, when comparing Fig. 12 a) and c) and 
Fig. 12 b) and c) respectively, it can be noticed that better agreement between measurements 
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Fig. 12. Comparison between measured and calculated discharge coefficients for simulations 
a) without cavitation model and turbulent flow, b) with cavitation model and laminar 
assumption and c) with cavitation model and turbulent flow 


and calculations can be achieved by the simulations accounting for cavitation and neglecting 
the turbulence effects. Thus, in order to improve the predictive capabilities of hydraulic 
components analysis, modelling the cavitating regions results to be more important than 
accounting for turbulence effects, when considering all the operating conditions used in the 
selected test cases,. This behaviour confirms what has been evidenced in (De Villiers, 2004) 
for the numerical analysis of the injector nozzle flow. In particular, in the simulations 
without any cavitation model, the low pressure regions immediately downstream the 
abrupt section change are underestimated (see Fig. 13). This behaviour can be explained by 
the fact that the velocity variation affects only pressure, while in the numerical analysis 
accounting for cavitation both pressure and density vary with velocity. As can be expected, 
the results’ accuracy can be further improved by accounting both for the cavitation and the 
turbulence effects. Fig. 12 c) demonstrates that a better agreement between the measured 
and calculated discharge coefficients can be obtained by adopting the third numerical 
approach. When comparing the flow field obtained by the numerical approach with 
cavitation model and laminar assumption and the one with both cavitation model and 
turbulent flow no remarkable differences can be noticed within the orifice. The low pressure 
region downstream the abrupt section change results to be slightly larger for the former 
approach. In Fig14 the void fraction calculated by the numerical approaches without and 
with turbulence model is compared. It can be noticed that the gamma distribution is very 


d=0.5mm, 1/d=20, Re=1.8e+4 
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Fig. 13. Pressure and velocity distribution on a cut plane through the cylinder axis for 
different approaches: a) and d) no cavitation model and turbulent flow, b) and e) with 
cavitation model and laminar flow and c) and f) with cavitation model and turbulent flow 
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Fig. 14. Void fraction distribution on a cut section through the cylinder axis for a numerical 
approach with cavitation model: a) laminar assumption and b) turbulent flow 


similar between the two models; nevertheless, when accounting for turbulence the 
gas/vapour phase is slightly more dispersed and it propagates closer to the cylinder axis. As 
can be seen in Fig. 12 for the case having orifice diameter equal to 0.5 mm, 1/d = 50 and 
Reynolds Number of 1.8x104 the flow does not reattach in the orifice. This behaviour is 
clearly evidenced by the gamma distribution in Fig. 14. Gas/vapour phase results to be 
distributed all through the orifice until the flow reaches the outlet plenum. 


4. Steady state modelling of hydraulic components 


The numerical models described in the previous sections are now adopted for the analysis 
of a specific hydraulic component: a closed centre electro-hydraulic load-sensing 
proportional control valve, usually adopted in multi-slice blocks to control parallel 
actuations of industrial, agricultural and earthmoving applications. In particular, the 
numerical simulation is used to evaluate the valve performance in terms of overall discharge 
coefficient, efflux angle, flow forces and pressure and velocity distributions in the critical 
region. In its simpler design, the proportional control valve for load-sensing applications is 
intended to directly react to a pressure signal (coming from the actuator) in order to 
maintain as constant as possible the pressure drop across its metering edges. This action is 
normally influenced by a local pressure compensator which could have either a single or a 
double stage configuration, and is usually placed upstream or downstream the control valve 
centre. Therefore, for a given operating position of the control valve spool, and for the flow- 
rate across the efflux area of metering orifices the pressure drop can be maintained constant 
independently by the actuator work-load. Fig. 15 depicts the closed centre load-sensing 
proportional control valve studied here. It is designed for operational field limits up to 100 
1/min as maximum flow-rate and up to 350 bar as maximum pressure. As shown, the centre 
presents a Z connection between the high pressure port (P, in red) and the internal volume 
(P1, magenta), which is metered in all spool directions by a twice notched edge. At the same 
time, both connections between the internal volume and the actuator ports (A and B, green), 
and those between the actuators ports and the discharge line ports (T, blue) are metered by 
multiple notched edges. It is worth mentioning that the central volume indicated as P1 
normally hosts the local pressure compensator (not included in the sketch in Fig. 15). The 
Figure presents also a view of the proportional control valve spool including a zoomed view 
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Fig. 15. Main section of the control valve and view of the spool’s metering edges 


of the design of the central edge. As shown, two equal notches located at 180° characterize 
each side of the central edge, and each couple of notches has a 90° rotation with respect to 
the other one. Moreover, the notches on the left side of the central edge meter the hydraulic 
power during the spool motion from the centre to the right (when P1 opens to A, and B 
opens to T), while the notches on the right side works during the motion from the centre to 
the left (when P1 opens to B, and A opens to T). In this way, the high pressure port P is 
connected to the control valve internal volume through an asymmetric path, which depends 
on the spool direction of motion. The CFD domain used in the simulations, see Fig. 16, 
includes the metering edges of the proportional control valve (upper, lower, front and back 
notch), the inlet duct and the outlet region up to the central volume where usually a local 
pressure compensator is positioned. The considered domain is marked with a dashed line in 
Fig. 15. The corresponding mesh is created using an unstructured grid paying particular 
care to the metering areas. Local refinements are used to obtain a large number of cells in 
the critical sections and at small opening positions. Moreover, wall cell layers are employed 
in order to have the proper wall cell height accordingly to the adopted turbulence model. 
The average mesh resolution is set to 0.3 mm corresponding to an overall cell number equal 
to 3 million elements. Fig. 16 b) shows the mesh of the zoomed views of a the metering edge. 
In the numerical analysis, several spool positions are considered in order to simulate 
different operating conditions of the control valve. In particular five spool displacements are 
investigated when the inlet and outlet regions are connected by means of the upper and 
lower notches (i.e. direct flow through the notches) and the corresponding five spool 
displacements in which the front and back notches connect the inlet and outlet of the valve 
(i.e. inverse flow through the notches). The former spool positions are considered as positive 
while the latter ones are assumed as negative even though the opening area is the same, 
since the spool displacement is symmetric with respect to the valve centre. Table 4 details all 
the operating conditions used in the analysis. As can be noticed from the Reynolds number 
listed in Table 4, all the cases are fully turbulent. Therefore, in the simulations carried out for 
the present work the turbulence is modelled by means of the two zonal version of the k-a 
model, known as the shear stress transport model. Furthermore, careful attention is paid in 
order to comply with the requirements of the turbulence model adopted. The results of the 
numerical analysis of the load-sensing proportional control valve are discussed in terms of 
discharge coefficients, pressure and velocity fields, flow forces and flow acceleration angles. 
In particular the effect of the direct and inverse flow through the notches is highlighted. Fig. 
17 a) depicts the comparison between the reference and calculated inlet pressures. In the 
simulations the outlet pressure is assumed as a constant boundary condition, while the inlet 
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Fig. 16. a) The geometry of the control valve included in the CFD domain and b) detail of the 
mesh in the notch region for a mid range opening position of the spool 


Spool displacement Reynolds 
(x/xmax) number 
-1.00 3573 
Inverse flow -0.78 4209 
through the front -0.65 3289 
and back notches -0.50 2174 
-0.35 1422 
0.35 1423 
Direct flow 0.50 2176 
through the upper 0.65 3290 
and lower notches 0.78 4210 
1.00 3561 


Table 4. Spool displacements and operating conditions used in the simulations 


pressure is calculated as a consequence of the fluid - dynamics losses through the metering 
edges. As a first result, it can be noticed that even though the boundary conditions are 
symmetrical with respect to the control valve centre, the predicted inlet pressure is slightly 
different when comparing the direct and inverse flow. This behaviour is more evident when 
comparing the discharge coefficients, see Fig. 17 b). The discrepancy can be attributed to 
two main reasons. First, in the direct flow (i.e. positive spool displacements) the effective 
area decreases progressively as the liquid flows through the notches up to the vena 
contracta section close to the notch outlet; conversely, in the inverse flow, the area decreases 
abruptly at the notch entrance. Second, the front and back notches have very similar 
geometrical boundaries both at the inlet and at the outlet, while the geometrical volumes 
downstream the upper and lower notches differ significantly. In fact the liquid flowing out 
from the upper notches is heading for the outlet boundary, whilst the flow out from the 
lower notch finds a confined region causing further pressure losses. These reasons have 
opposite effects on the discharge coefficient; in fact the first one would advantage the direct 
flow while the second reason would advantage the inverse flow. The numerical simulations 
show that the trade-off between these two contrasting trends results in a better discharge 
coefficient for the inverse flow. This behaviour is also confirmed when comparing the flow 
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Fig. 17. Comparison a) between reference and calculated pressures at the valve inlet and 
outlet and b) between reference and calculated discharge coefficients 


fields obtained for the different operating conditions. As an example, Fig. 18 plots the 
pressure and velocity fields on a cut section through the symmetry plane of the front and 
back notches (inverse flow) and the upper and lower notches (direct flow) for a small 
displacement case. While the flow through the front and back notches look very similar, the 
pressure and velocity fields are significantly different for the upper notch and the lower 
notch. In particular, the flow exiting the lower edge hits the outlet chamber wall and 
bounces back into the spool volume and then it is redirected to the outlet boundary. This 
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Fig. 18. a) Pressure and b) velocity distributions on a cut section through the symmetry 
plane of the metering section for the inverse and direct flow (x/Xmax=0.35). 
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Fig. 19. Pressure distributions on the spool chambers used for the calculation of the flow 
forces for a) the inverse flow and b) the direct flow) 
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Fig. 20. a) Flow forces exerted on the valve spool in the axial direction and b) ratio between 
the total axial flow forces in case of direct and inverse flow 


more complicated flow pattern increases the fluid - dynamics losses and thus determines a 
smaller discharge coefficient. By integrating the pressure distribution over the surface of the 
spool chambers’ walls, it is also possible to calculate the axial forces exerted on the spool by 
the flow. Fig. 19 depicts the pressure contours on the walls of the spool chambers for all 
notches both in case of direct and inverse flow (as an example only the case with 
X/Xmax=0.35 is plotted). It can be noticed that the pressure contour is quite uniform for the 
non operational notches, while the pressure varies significantly throughout the walls of the 
notches through which the oil flows. This behaviour results in a very low integrated value of 
the flow induced forces on the non operational chamber of the spool, as can be seen in Fig. 
20. When comparing the integrated values of the forces for the direct flow (upper and lower 
notches) and the inverse flow (front and back notches), it is possible to outline that the 
behaviour is clearly not symmetrical with respect to the control valve centre, see Fig. 20 a). 
In fact, even though the trend looks similar and in both cases the sign of the forces reverses 
moving from the small to the large displacements, the magnitude is rather different. Fig. 20 
b) details the ratio between the total axial forces obtained in case of direct and inverse flow. 
The forces have the same sign only at mid range displacements and the inverse flow 
induced forces are initially lower than the direct flow ones but approaching the maximum 
displacement they become much larger. Finally, by using the average velocity vector at the 
exit of the four notches it is possible to estimate the flow acceleration angle for each 
metering edge. Fig. 21 shows the convention used in this analysis for the calculation of the 
efflux angle with respect to the coordinate system axes. When values larger than 90 degrees 
are found, the negative supplementary angle is considered. Fig. 22 a) shows the efflux 
angles for the four metering sections as a function of the spool displacement. The angles are 
calculated for each notch only in its operational spool opening range. It is interesting to 
notice that each couple of notches has a quite similar behaviour. While this result could be 
expected for the front and back notches due to their similar geometrical boundaries, it is less 
evident in the case of the direct flow, where the downstream region is very different for the 
upper and lower notches. Furthermore, when comparing the efflux angles obtained for the 
direct and inverse flows, it can be remarked that the trend looks similar. In fact, smaller 
angles are characterizing the small spool displacements, as a consequence of the Coanda 
effect, whereas they are increasing moving towards the maximum opening. Nevertheless, in 
the average the direct flow results in larger flow acceleration angles; this behaviour is likely 
due to the fact that the main flow direction change happens close to the notch exit, while in 
the inverse flow the stream bends abruptly just entering the notch. By knowing the flow 
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acceleration angles it is then possible to calculate the theoretical values of the axial forces, 
F,,, through the von Mises theory: 


where Cy and C, are the discharge coefficient and the velocity coefficient (in the following 
assumed equal to 0.98), Ap is the pressure drop across the metering edge, A is its geometrical 
area and 9 is the efflux angle. Fig. 22 b) depicts the comparison between the theoretical flow 
force and the one predicted by using the numerical simulation (grey lines). In the CFD 
results, the contributions of each metering edge are also plotted (red and black lines). The 
theoretical calculations and the numerical predictions are significantly different, and in 
particular by using the von Mises theory it is not possible to determine the change of 
direction moving from low to high spool displacements both for the inverse and direct flow. 
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Fig. 21. Convention used for the calculation of the efflux angles 
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Fig. 22. a) Efflux angles for the different notches as a function of the spool displacement and 
b) comparison between theoretical and predicted axial forces 


5. Fully transient modelling of hydraulic components 


The numerical analysis of the hydraulic valve addressed in the previous section is further 
deepened by adopting a fully transient numerical approach. The main issue in this type of 
analysis is the moving mesh methodology employed to simulate the spool displacement 
profile versus time. To accomplish this task, the mesh changer libraries of the OpenFOAM 
code are modified to account for the linear motion of a portion of the geometry sliding over 
a second portion. The mesh motion is resolved by using a Generalized Grid Interface (GGI) 
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Fig. 23. PWM control applied to the spool motion 


approach (Beaudoin & Jasak, 2008), originally developed for turbomachinery applications 
and modified to include not only rotational motion of the moving grid but also the linear 
displacement of a valve spool. The spool is moved accordingly to the PWM control profile 
depicted in Fig. 23. The other models adopted in the analysis are the same as the ones 
detailed in the previous sections. The valve is tested under several operating conditions. In 
particular, three constant flow rates at the inlet are considered, while a forth case is 
accounted for, in which the pressure across the valve is held constant. The four cases are 
first simulated by using a steady state approach and then a full transient approach. For the 
steady state simulations, four spool displacements are studied spanning from an almost 
closed position to mid range and maximum displacement. In case of steady state analysis 
there is no difference between the opening and the closing travels; on the contrary for the 
transient approach different inertia phenomena may arise. Table 5 lists the simulated cases, 
detailing the steady states and transient simulations. The comparison between the results 
obtained by the steady state calculations and the fully transient ones are discussed in 
terms of total pressure drop across the component, discharge coefficients, pressure and 
velocity fields, and flow acceleration angles. In Fig. 24 a) the total pressure drop across the 
valve is depicted for Cases # 1 to 3 and Cases # 5 to 7. The values predicted by the steady 
state calculations and the transient ones do not differ remarkably; particularly in the 
transient simulations the pressure variation during the opening and closing travels are 
quite similar. A large discrepancy can be seen when considering constant pressure at the 
boundaries. Fig. 24 b) plots the flow rate through the valve when holding constant the 
pressure drop across the component, i.e. 20 bar. The values predicted by the steady state 
simulations at small spool displacements are very close to the ones calculated during the 
opening phase with the transient approach. At large spool displacement the saturation 
flow rate resulted to be lower for the transient approach than for the steady state 
simulation. It is interesting to notice the difference between the flow rate calculated 
during the opening and the closure of the spool. The inertia of the flow through the 
metering edge of the valve causes a small fluctuation as the spool reverses it direction, 
while at mid range displacements the difference is even more evident. During this part of 
the metering curve, the flow inertia is being opposing to the spool motion and the total 
effect is a larger fluid dynamics loss. Similar behaviour can be seen also when considering 
the discharge coefficients, see Figs. 25 and 26. When the flow rate is held constant, the 
values during the first part of the opening travel are slightly larger than the ones during 
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Inlet condition Outlet condition | Spool positions Peace 

approach 
Case #1 Constant flow rate | Constant pressure | 0.038; 0.35; 0.68; | Steady state 
an (Q=12 1/min) (pout=50 bar) 1.00 simulations 
Case #2 Constant flow rate | Constant pressure | 0.038; 0.35; 0.68; | Steady state 
sat (Q=30 1/ min) (pout=50 bar) 1.00 simulations 
Case #3 Constant flow rate | Constant pressure | 0.038; 0.35; 0.68; | Steady state 
=e (Q=100 1/ min) (pout=50 bar) 1.00 simulations 
Case #4 Constant pressure | Constant pressure | 0.038; 0.35; 0.68; | Steady state 
al (pin=70 bar) (pout=50 bar) 1.00 simulations 


Case #5 Constant flow rate | Constant pressure | Function of time | Transient 
(Q=12 1/min) (pout=50 bar) (see Fig. 25) simulation 

Caan ie Constant flow rate | Constant pressure | Function of time | Transient 
(Q=30 1/ min) (pout=50 bar) (see Fig. 25) simulation 

Case #7 Constant flow rate | Constant pressure | Function of time | Transient 
ay (Q=100 1/ min) (pout=50 bar) (see Fig. 25) simulation 
Case #8 Constant pressure | Constant pressure | Function of time | Transient 
(pin=70 bar) (pout=50 bar) (see Fig. 25) simulation 


Table 5. Boundary conditions used for the different simulated cases 


closure, while as the direction reverses the discharge coefficients are larger due to the 
inertia, but decreases remarkably as the metering edge reduces as an effect of the larger 
losses. When comparing the discharge coefficients calculated by the steady state and 
transient approach, the values are quite close, particularly at large spool displacement and 
for the opening travel. Conversely, if the values during the closure travel are considered, the 
transient simulations predict lower discharge coefficients as a results of the behaviour 
mentioned before. Figs. 25 and 26 plot also the efflux angle for the different cases. The efflux 
angle is calculated accordingly to the reference system mentioned in section 4. A common 
trend of the efflux angle is predicted for all the transient simulations. The angle tends to 
increase rapidly during the small spool displacements reaching a local maximum between 
0.5 and 1.5 mm, ranging from small to large flow rate, while it decreases during the mid 
range displacements and finally it starts increasing again at high spool axial positions. The 
efflux angle results to be slightly larger for the closure travel all through the displacements; 
the flow exiting the metering section during the closure phase results to be more disperse 
when compared to the flow during the opening travel. This behaviour is clearly visible 
when considering the flow field during the opening and closure travels, see Fig. 27. The 
efflux angle trend described above for the transient simulations is definitively different from 
the behaviour predicted by the steady state calculations; in fact, with the steady state 
approach the efflux angle is increasing as the spool displacements increases. Furthermore, 
the efflux angle values calculated by this approach resulted to be larger than the ones 
obtained with the transient simulations. This difference has a remarkable importance if 
the flow forces are accounted for, since they are significantly affected by the vena 
contracta angle. 
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Fig. 24. Comparison between the a) pressure drop and b) flow rate through the metering 
area predicted by the steady state and transient simulations. 
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Fig. 25. a) Discharge coefficients and b) efflux angle for the steady state simulations 
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Fig. 26. a), b) and c) Discharge coefficient and d), e) and f) efflux angle for the transient cases 
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max =-0.08 


Fig. 27. Velocity distribution for different non-dim. spool displacements (Case # 7) 


6. Modelling approach for a multi-fuel injection system 


The numerical approach described in the previous section for the design and performance 
prediction of hydraulic components is employed for the analysis of a low pressure, common 
rail, multi-fuel injection system. In particular, system is working with a mean pressure close 
to 3.5 bar and every injector is driven by a modified PWM control characterized by 3rd 
order function opening and closing ramps and characteristic times adapted to the engine 
rotational speed through an ECU correction. In the numerical analysis of this hydraulic 
system, the turbulence as well as the cavitation models are used to address the flow within 
the injector in order to estimate the permeability characteristics of the injector when 
operating with different fuels. In the analysis, the operating conditions for the injectors are 
preliminarily evaluated by lumped and distributed parameter approach. Thus, the system 
behaviour and the injection profiles for several fuel blends are calculated. The general 
reliability of the one-dimension approach is defined with respect to experimental data 
mainly in terms of injected mass per stroke. Fig. 28 shows the injection system model 
including only the rail and the injectors. The connection to the supply is simplified by means 
of a flow-rate source. The Figure shows also the injector lift and the modified PWM wave; 
the total time, finj, is adjusted accordingly to the measurements. The CFD analysis focuses 
only on the injector geometry since it represents the main component influencing the 
permeability of the hydraulic system. The injector is characterized by six nozzles: the first 
one is in-line with the injector axis, while the other five are located circularly every 72 
degrees. Therefore, the injector geometry and the boundary conditions are cyclic 
symmetrical allowing the simulations to be carried out only over a 72 degree sector mesh 
(see Fig. 29). In the simulations the pressure at the nozzles’ exit is kept constant equal to 1 
bar, while the inlet pressure is varied from 3.5, 5 and 10 bar. In fact, the lowest inlet pressure 
is the current injection pressure for this type of multi - fuel injection system, but the 
tendency is to increase it in order to comply with the mass flow rate required by new fuels 
and new injection strategies. Finally three different fuels are accounted for in the numerical 
analysis. Simulations with varying needle lifts and injection pressures are carried out for 
pure ethanol, pure gasoline and a fuel mixture corresponding to 50% gasoline and 50% 
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Fig. 28. a) Layout oft he lumped and distributed parameter model and b) modified PWM 
control applied to the injector lift 
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Fig. 30. Discharge coefficient vs. needle lift for different fuels 


ethanol in terms of mass fraction. Fig. 30 shows the performance of the injection system in 
terms of discharge coefficients as a function of the lift, injection pressure and operating fuel. 
In all simulations the back pressure at the outlet was assumed to be constant at 1 bar. When 
comparing the results holding constant the injection pressure, it is possible to highlight that, 
as expected, the discharge coefficients for the maximum and half lifts are very similar and 
only for the almost closed position it reduces drastically. When considering the influence of 
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the working fuel a significant difference can be seen for all the injection pressures and 
needle lifts. In fact, the discharge coefficients tend to decrease remarkably when injecting 
gasoline. The reduction reaches values up to 7% when compared to ethanol injection and the 
trend is rather homogeneous for all the considered cases. This result can be attributed to the 
different vapour pressure for ethanol and gasoline; the higher vapour pressure allows the 
fuel to vaporize earlier causing larger low density regions within the nozzle. This effect can 
be seen as a reduction of the effective area of the nozzle throat section. This behaviour can 
be clearly evidenced when considering the flow field within the injector nozzle in terms of 
pressure and void fraction distributions (see Figs. 31 and 32). By comparing the pressure 
and void fraction contour plots on a cut plane through the nozzles’ axes holding constant 
the working fuel and varying the injection pressure and needle lift, see Fig 31, no relevant 
differences can be observed in the pressure field when halving the needle lift with the same 
injection pressure, while a larger low pressure region in both nozzle can be evidenced for 
the almost closed needle position. Same observation can be made when addressing the void 
fraction distribution; only at the highest injection pressure a remarkable high vapour 
fraction region appears. Fig. 32 depicts the results obtained by varying the injected fuel and 
needle lift while holding constant the injection pressure (i.e. 3.5 bar) in terms of pressure and 
vapour fraction distributions. As anticipated when describing the results in terms of 
discharge coefficients, in case of gasoline injection the low pressure regions within the 
nozzle are wider than in case of ethanol or ethanol/ gasoline fuel mixture. Consequently, 
larger high vapour fraction regions form in the nozzle and close to the nozzle outlet, thus 
reducing the effective area. 
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Fig. 31. Comparison of a) the pressure and b) the void fraction (gamma) distributions on a 
cut section through the nozzles’ axes for different injection pressures and needle lifts 
(injected fuel: ethanol) 
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Fig. 32. Comparison of a) the pressure and b) the void fraction (gamma) distributions on a 
cut section through the nozzles’ axes for different injected fuels and needle lifts (injection 
pressure: 3.5 bar) 


7. Conclusion 


In this chapter, a numerical approach for the multidimensional design of hydraulic 
components and systems has been shown. The procedure for setting up the numerical 
analysis have been highlighted in order to provide the designer with the guidelines for 
addressing the major issues that arise in the CFD simulation of hydraulic components. In 
particular, the approach to modelling the turbulent flows has been investigated and the 
results that can be obtained by adopting different numerical models have been compared. 
Furthermore, the influence of the boundary layer resolution as well as the cell dimension on 
the predictive capabilities has been addressed. Additionally, the importance of accounting 
for cavitation and aeration in the numerical modelling has been evidenced and the effects on 
the results’ accuracy have been remarked. Finally, the steady state approach and the fully 
transient simulation have been confronted in terms of predictive capabilities of the 
behaviour of internal flow field of a hydraulic component, complexity and required time for 
the case set up as well as the computational effort and simulation duration. The results that 
can be obtained by means of the multidimensional numerical analysis of hydraulic systems 
have been discussed in terms of pressure and velocity distribution and recirculating regions 
within the components and of overall performance parameters, such as the discharge 
coefficient, the flow acceleration angle and the flow forces. In the chapter, the methodology 
for the multidimensional design of hydraulic systems has been applied to the analysis of a 
closed centre electro-hydraulic load-sensing proportional control valve, usually adopted in 
multi-slice blocks to control parallel actuations of industrial, agricultural and earthmoving 
machines. Examples of results that can be obtained by the numerical simulation have been 
provided and discussed in the terms of component performance and influence on the 


Multidimensional Design of Hydraulic Components and Systems 275 


system operations. Furthermore, the same approach has been employed in the investigation 
of a low pressure, common rail, multi-fuel injection system. The behaviour of the injection 
system and in particular of the injector has been addressed under different operating 
conditions, and its performance has been also evaluated when extending the working range 
to higher pressure and to different fuel mixtures. The multidimensional CFD approach 
demonstrated to be a valuable tool in the design of hydraulic components and systems, 
since it provides reliable and accurate results on the flow behaviour that can help the 
designer understand their operations and improve the performance. 
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1. Introduction 


Room air-conditioning does not always meet the optimal desire for thermal comfort of 
occupants and energy-saving goals [1]. This is due to the following reasons: 

It is well established that differences exist between individuals in required comfortable 
temperature for their own local environments. (ii) Traditional air conditioning airflow 
distribution can stagnate around furniture, lights, and partitions which mean that airflow is 
distributed without consideration for the occupants’ comfort demands. (iii) air-conditioning 
airflow has been distributed without consideration of occupants’ demands beyond setting 
temperature and fan speed to meet thermal comfort standards, such as Predicted Mean 
Votes (PMV) and Predicted Percentage of Dissatisfied (PPD) indices (ISO-7730 2005) [2]. It 
may be that the actual presence of occupants in the workplace is less than that was set up 
from the original air conditioning design. This causes serious waste of cooling load to the 
system through unnecessary runtime. (iv) The traditional air conditioning air supply unit is 
set high on the ceiling or wall, which means that much of the cool air proportionally much 
consumed by light fittings, walls, and other surrounding objects. Therefore, this increases 
the demand on energy supply. In response to these concerns, several personalized air- 
conditioning systems have been showed and it rightly remains a great attention in efforts to 
design more intelligent workplaces. 

Cho and Kim [3] introduced a personal environment module (PEM), the PEM was studied 
as an alternative air-conditioning system for improving thermal comfort in workspaces. 
Compared to a typical under-floor air-conditioning system, the advantages of the PEM is 
more flexible and easier to control. 

Zeng et al. [4] introduced personalized ventilation systems (PVSs), that allow each occupant 
to control their own thermal comfort provision, such as airflow direction and temperature. 
The perceived air quality of the PVS is superior to that of a conventional ventilation system 
with the same amount of supplied air. 

Melikov [5] have systematic reviews on the performance of personalized ventilation (PV) 
and on human response to it. PV, in comparison with traditional ventilation, has two 
important advantages: (i) it has potential for improving the inhaled air quality, and (ii) each 
occupant is delegated the authority to optimise as well as control the temperature, the flow 
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rate, and the direction of supplied air according to their own preferences and to thermal 
comfort requirements. 

Nielsen et al. [6, 7] studied a chair with integrated personalized ventilation for minimizing 
cross infection. The idea behind this PV system is to utilize the fact that the head or the body in 
natural contact with surfaces as mattresses, pillows, neck support pillows, headrest, clothing, 
blankets, walls, and those surfaces are designed also to be a supply opening of fresh air. The 
chair with integrated diffuser has proven to be a very efficient system to protect people from 
cross infection because clean air is supplied direct to the breathing zone. Effectiveness up to 
95% can be reached, and the different systems have in general effectives larger than 50% to 
80%. The flow rate to the system should be at a level of 10 1/s in most cases. 

Niu et al. [8] investigated a chair-based PVS that can potentially be applied in theatres, 
cinemas, lecture halls, aircraft, and even offices. Perceived air quality improved greatly by 
serving cool air directly to the breathing zone. Feelings of irritation and local drafts could be 
eliminated by proper designs. Personalized air with a temperature below that of room air 
was able to bring “a cool head” and increased thermal comfort in comparison with 
traditional ventilation. 

Schiavon et al. [9-11] studied the energy consumption of a PVS and energy saving strategies 
which can be used to control a PVS and to develop and test an index for evaluating the cooling 
fan efficiency in a laboratory. The potential saving of cooling energy elevated air speed was 
quantified by means of simulations using EnergyPlus software. Fifty-four cases covering six 
cities (Helsinky, Berlin, Bordeaux, Rome, Jerusalem, and Athens), three indoor environment 
categories, and three air velocities (< 0.2, 0.5, and 0.8 m/s) were simulated. Cooling energy 
savings in the range of 17-48% and a reduction of the maximum cooling power in the range of 
10-28% have been obtained. The PVS may reduce the energy consumption substantially (up to 
51%) compared to mixing ventilation when the control strategies are applied. 

Yang et al. [12] showed a new type of PV in which the PV air terminal device (ATD) is 
mounted on the ceiling is developed. Thus, the personalized airflow spreads and has a 
target area which covers larger area of the occupant body. Thirty-two subjects performed 
normal office work and could choose to be exposed to four different PV airflow rates (4, 8, 
12, and 16 L/s). The results showed that if PV airflow rate was increased or temperature 
was reduced inhaled air was perceived cooler and perceived air quality and air freshness 
improved. In a following paper Yang et al. [13] evaluated energy-saving potential of the 
ceiling mounted personalized ventilation (PV) system in conjunction with back ground 
mixing ventilation compared with mixing ventilation system alone and with mixing 
ventilation system when occupants are provided with individually controlled desk fans for 
generating additional air movement at each desk. Comparing with mixing ventilation plus 
desk fans, ceiling mounted personalized ventilation cannot only realize better cooling effect 
but also decrease the total energy consumption. 

Faulkner et al. [14] studied the ability of two task/ambient conditioning (TAC) systems 
using air supplied from desk-mounted outlets to efficiently ventilate the breathing zone of 
heated manikins seated at desks. The TAC provided 100% outside air at a flow rate of 7 to 10 
Ls! per occupant. A high value of air change effectiveness (~1.3 to 1.9) was presented and 
high values of pollutant-removal efficiency (~1.2 to 1.6) were achieved. 

In recently published designs, Huang et al. [15-17] adopted computational fluid dynamics 
(CFD) simulations and experimental measurements in a room with an airflow management 
technique to control airflow in the room to meet the demand for a regional steady-state 
temperature. A regional air-conditioning mechanism (RACM) system was constructed with 
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an air uptake and outlet that created airflow circulation cells in the seating area of an 
occupant. Those studies considered the change in distance between the inlet and outlet 
ports, port heights, and air-inlet velocity. Results showed that the RACM could successfully 
establish an individual thermal environment zone. Compared to traditional air-conditioning 
systems, the RACM is predicted to save energy. 


Nomenclature 
d diameter of RACM pipe, m Fall thermal conductivity, W/m.K 
g gravitational acceleration, m/s? V air velocity, m/s 
hy inlet port height, m i air temperature, °C 
hp outlet port height, m Tj air inlet temperature, °C 
k turbulent kinetic energy, m2/s2 t time, s 
L length of RACM pipe, m x,y Cartesian coordinates 
a distance between inlet port and 0, sapteer ler per. 
floor surface, m 
i 1 
Lb distance between outlet port and 0, snpleor outlet pores 
floor surface, m 
Pout outlet vacuum pressure, Pa é turbulent dissipation, m2/s? 
PMV predicted mean vote u] temperature gradient, K/m 
redicted percentage 
PPD 
dissatisfied, % a 
li i ly fl ; ; 
Q,, cooling air supply flow rate - exanieasone 
m3/h 


This paper presents ten cases divided into two groups in order to study the effect of two 
parameters on the creation of the airflow circulation cell by using the CFD simulation: the 
cool air supply flow rate (Qin) and outlet port position (Lz). Experimental platforms were set 
up to test the validity of a simulation model, and the tested results showed good agreement 
with simulation. Our simulation results showed that the airflow circulation cell was quite 
sensitive to changes in Qj, and Lz. In comparison with the conventional air-conditioning, the 
RACM could create a desirable thermal comfort zone and reduce energy consumption by as 
much as 91.6 %. In addition, the experimental study shows that the airflow circulation cell 
could be managed easily within the occupied zone no matter with or without the manikin 
object. These results could be helpful for designers and consultants with needed knowledge 
for design of RACM systems. 


2. System analysis 


RACM system is a personalized air conditioning system, which is integrated by main 
cooling air supply system (CASS), a blower fan, a regional air conditioning system, a sucker 
fan and two dampers, as shown in Fig. 1. The CASS supplies cooling air to the RACM by the 
blower fan. During operating process, the cooling air will channel through the damper, 
regulate the cooling air and activate the occupied zone to generate a comfortable zone 
according to the opening angle of damper. The cooling air will direct to the RACM, where 
the cooling air will exchange the heat with occupied zone in the room, after that the 
cooling air was sucked back to the main air conditioning by the sucker fan through the 
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outlet port with the aim of recycling the cooling air from the occupied zone. Therefore, the 
RACM can turn on an independent airflow circulation cell. It cannot only satisfy thermal 
comfort occupants’ required, but also reduce much energy consumption for the cooling 
air supply system. 


Blower fan 


Cooling air supply system 


Damper 


Tout, Vout 


Fig. 1. Flow diagram of airflow in RACM system 


3. Numerical method 


3.1 Definition of model geometry and grid generation 

An upper round part of the RACM has been designed for the air inlet and a lower round 
part has been designed for the air outlet on the main pipe of the RACM module as shown 
in Fig. 2. To improve the airflow distribution feature for space for human occupancy the 
adjustable louvers were fastened on inlet and outlet ports. The RACM enable the 
occupants to satisfy with respect to their own thermal comfort demands. The CFD code 
used in this study is FLUENT 6.3 [18]. The RACM was placed in the centre of the an 
empty workroom with no fixed furniture, nor occupants. Therefore, instead of using a 3D 
simulated model, a 2D one was applied in this study, as shown in Fig. 3. The 2D model 
workroom is the symmetrical two-dimensional (STD) model was described in detail in 
Huang’s studies [15-17]. By using the solution-adaptive refinement such as gradient 
adaption of velocity, the initial STD model mesh can be refined by adding cells in 
occupied zone to enable the physical feature of the independent velocity field to be better 
resolved and coarsen in the rest of model room using GAMBIT software [19]. Therefore, 
the mesh quality of gradient adaption seems to better than initial mesh around occupied 


Study of an Individual Air-Conditioning Energy-Saving Equipment 281 


zone of model. About 11555 nodes of triangular mesh are used in the STD model, thus, 
the gradient adaption has been chosen for further simulation. 


A —»> Supply air 
B —> Return air 


1. Main duct 

2. Adjustable louvers on inlet port 

3. Adjustable louvers on outlet port 

4. Return air pipe 

5. Supply air pipe 

6. Simulated room 

7. Symmetrical two dimensional (STD) 


Fig. 2. Model of the regional air conditioning mechanism in the simulated room 
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Fig. 3. Sketch layout of the RACM in the room 
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3.2 Simulation method 

Assumptions are made with respect to the simulation of this study as follows: 
The major assumptions of our analysis are as follows: 

Newtonian fluid, 

unsteady state, 

effect of gravity and buoyancy are considered, 

uniform air velocity at the inlet port, 

standard k—¢ model is employed for modeling turbulent flow. 

The following are the governing equations: 

Continuity equation: 

The mass conservation equation, or continuity equation, can be written as follows: 


onao7p 


Bt ag OH) Sn () 
Momentum equation: 
@ 
5 (08) + VP + ef (2) 
Energy equation: 
5 , 4) , vo , “ " =-V.(p5) + 29+ pf) 3) 


Where, t is the time, p is the mass density, U is the flow velocity, p is the fluid pressure. The 
source S,, is the mass added to the continuous phase from the dispersed second phase and 
any user-defined sources, q is the heat transfer rate per unit area, e is the internal energy, 
and f is the body force. 

The turbulence equation, which was proposed by Launder and Spalding (1974) to model the 
turbulent kinematics viscosity, is primarily related to the eddy viscosity [20]. 


3.3 Boundary conditions 

The airflow equations were solved under the conditions for air inlet/outlet ports, and wall 
boundaries. The air supply flow rate (Qin) and distance between floor surface and outlet port 
(Lz) were chosen for all ten cases, as shown in Table 1. The outlet vacuum pressure and the 


Names Qintet (m3/h) L2(m) 
Group 1 Changed from 20 to 110 0.5 
Group 2 45 Changed from 0.1 to 0.9 


Table 1. Calculation conditions 
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inlet air temperature for overall simulation were —2 Pa and 20 °C, respectively. Heat flux of 
vertical, ceiling, and a floor wall was 50 W m2. An adiabatic wall condition was chosen for 
the RACM walls and symmetrical axis. The surfaces of the walls of the room were assumed 
to have an emissivity ¢ of 0.85. The distance between inlet port and outlet port (L1) was 0.6 
m. RACM diameter (d) was 0.2 m. The inlet height port (11) was from 0.06 m to 0.1 m, outlet 
port height (42) was 0.06 m. 


3.4 Validation of CFD simulations 

The experiments were carried out in the Department of Mechanical and Electrical 
Engineering, National Taipei University of Technology. The schematic layout of the 
equipment and system used in this study is shown in Fig. 3. This system consists of a 
working room with the internal dimensions of 10m x5mx3.2m (ceiling height), a cooling air 
supply system, and an innovated RACM. The empty working room had an experimental 
temperature of 30 °C and a relative humidity of 50%. The study was conducted in Taipei, 
Taiwan during the summer, which is usually quite hot and humid. Detailed information 
about the equipment used in this study is shown in Table 2. Type-T thermocouple 
temperature sensors were set up at 20 points in the occupied zone to compare the 
experimental and simulation results, as shown in Fig. 3. A flow meter sensor was used for 
velocity measurement at four positions for both the inlet and outlet ports. Signals from 
temperature sensors and flow meter sensors were automatically transmitted to an A/D 
transformer and Testo—400 with recordings at 1 s intervals to ensure continuous reading by 
InstruNet and Comsoft-3 software running on a PC. All measurements were repeated at 
least three times at each test setting and the average experimental values of the three tests 
were considered to ensure stability and consistency. 


Working room 10m x 5m x 3.2m 
Cooling air supply system 2.7 kW-220 V 
Diameter of RACM pipe 0.2m 

Total length of RACM pipe 1.7m 

Height of inlet and outlet ports (0.06-0.1) m and 0.06 m 
A/D transformer InstruNet Model 100 
Temperature sensor (-40)—(+125) °C 
Flow meter sensor 0-60 m/s 
Computer Joybook A52E 


Table 2. Main component for the test RACM in the experimental setup. 
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3.4.1 Temperature at the occupied zone 

The sensors at 20 points in the occupied zone were set up to compare in-room experimental 
and simulation results in the case of Qin = 45 m3/h and L; = 0.5 m, as shown in Fig. 4. The 
simulation column shows trends similar to the experimental data column. The temperature 
difference between the simulation and experimental results was 0.18-1.38 °C in the 
occupied zone. It can be seen that the highest difference between the experimental and 
simulation results for temperature at the 20 points in the case of Qin = 45 m3/h and L2= 0.5m 
is about 4.7 %. Considering that the airflow is almost uncontrollable and natural, the 
simulation results of temperature in the occupied zone are in good agreement with the 
experimental data. Deviation at position 4 is larger than that of the other positions in the 
occupied zone presumably because the position is for the cooling air supply. On the other 
hand, part of the deviation may also be due to results from unsteady operation of the 
experiment. 
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Fig. 4. Comparison of temperature between the experimental and simulation in the occupied 
zone of the room. 


3.4.2 Velocity at inlet and outlet ports 

Table 3 shows the comparisons of the experimental and simulation results of velocity for 
eight positions at the inlet and outlet ports under Qi, = 45 m3/h and Lz = 0.5 m. The 
simulation and experimental results under the positions were good; however, it seems that 
the largest deviation is still large (~9.4 %). 

In short, experimental and CFD data include the temperature and velocity in the occupied 
zone. The results of simulation are slightly different from the results of the experiments, 
around 9.4%. The fairly good agreement between experimental and simulation results 
indicates that the CFD simulation is possible to use in the investigation of in-room 
characteristics of the RACM. 


Study of an Individual Air-Conditioning Energy-Saving Equipment 285 


Position Experiment (m3/h) Simulation (m3/h) 
Air supply flow rate 44 45 
Front inlet port 
Position A 0.212 0.234 
Position B 0.25 0.248 
Position C 0.231 0.245 
Position D 0.213 0.225 
Front outlet port 
Position A 0.172 0.181 
Position B 0.161 0.168 
Position C 0.172 0.181 
Position D 0.152 0.165 


Table 3. Comparison of velocities from experiment and simulation for the model room. 


3.5 Calculus simulation 

Based on the theory that the airflow convection effect is much stronger than the diffusion 
effect, this research aims to limit the air energy to a certain area by means of creating a 
circulation cell. The inlet airflow speed acts as the inertia, and the outlet vacuum pressure 
provides the centrifugal force required to form a circulation cell. In this manner, the RACM 
can create in the room a certain area that has the temperature different from the rest of the 
room. In this study, a total of two groups were simulated using FLUENT for a summer 
period. The room’s internal dimensions were 10mx 5m x 3.2m as shown in Fig. 3. The left 
corner zone of the right side of symmetrical plane (RSSP) (length = 0.1-1.2 m; height = 0-1.4 
m) corresponds to the occupied zone of the room as depicted in Fig. 3. 


4. Results and discussion 


4.1 CFD results 

In this study, the RACM system was built based on the tested RACM in room with the 
length, diameter, and height of outlet port of pipe fixed, distance between inlet and outlet 
ports as constants. Nevertheless, the distance between floor surface and outlet port (ground 
effect distance) is adjusted with L2 from 0.1 to 0.9 m. The height of inlet port of pipe are 
adjusted with h; from 0.06m to 0.1m. 


4.1.1 Effect level of Qi, on establishing independent airflow cell process 

The simulated results show the effect of the levels of Qin and L2 on the thermal comfort at 
occupied zone and energy saving potential. The RSSP is the important plane, since it 
represents the condition of the symmetrical plane well. The level effect of Qin adjustment on 
establishing independent cell process in the case of Lz = 0.5 m and the inlet velocity being 
adjusted from Qin = 20 m3/h to 110 m3/h is presented in Fig. 5. Fig. 5 depicts the thermal 
environment on the RSSP after five hundred seconds of cooling. It is seen from Fig. 5 that 
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the air supply flow rate acts as the inertia and the outlet vacuum pressure provides the 
centrifugal force to form an independent airflow circulation cell well. Energy and 
concentration are kept well inside the cell. It is also observed from Fig. 5 that it can form the 
coolest region at the left corner zone of the RSSP in some of the studied cases. The airflow 
loss increases as inlet velocity increases, there is airflow changing to horizontal direction 
and moving further away from occupied zone that is the cause of making whole cooled 
room and consume much cooling load. The average air temperature and velocity in these 
zones is in the range of 22.1-24.4 °C and 0.21-0.34 m/s, respectively. These are the 
comfortable temperature and velocity magnitude for the occupant in mainly sedentary, 
activity during summer conditions [21]. 
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Fig. 5. Temperature and velocity distribution at the occupied zone of the room RSSP with 
different Qinie: (L2 = 0.5m). 


4.1.2 Effect level of L2 on establishing independent airflow cell process 

The level of the ground effect adjustment on creating of the independent airflow circulation 
cell in the case under the Qj, = 45 m3/h and the ground effect distance being adjusted from 
the Lz = 0.1 to 0.9 m is presented in Fig. 6. This figure shows clearly that the independent cell 
is significantly affected by the Lz adjustment. With Lz = 0.1 and 0.3 m, the independent cell at 
occupied zone is smaller than that of the case of Lz; = 0.5 m. The reason for this is that 
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presumably the cooling airflow entering the room travels shorter distance possible than that 
of Lz = 0.5 m case before leaving the room. For the case of Lz = 0.5 m the relative distance 
between room ground and outlet port is long enough to form a good independent cell that 
fills almost all of the occupied zone with just a small airflow loss that is located at the 
bottom surface. Going through the two cases of L2 = 0.7 and 0.9 m of Fig. 6, one can observe 
the changes in the flow field where the position of the inlet port is higher than that of the L2 
= 0.5 m case along the RACM wall. In these cases, the area occupied by the independent 
airflow cell diminishes and the temperature distribution will increase to a larger area of the 
room as Lz is increased. This is because of the fact that as the distance between floor surface 
and outlet port increases the ground effect is not strong enough to aid this cooling air inlet 
flows back to the outlet port. The mean velocity of the occupied zone varies from 0.19 m/s 
to about 0.27 m/s. The temperature in the same group varies between 22 °C to about 25.1 °C 
in the occupied zone. This indicates a temperature rise about 3.3 °C for the varied relative 
distance between room ground and outlet port. Therefore, the distribution patterns in Figs. 5 
and 6 show that an independent airflow cell can be successfully established. The suitable 
adjustment of the L2 for a better creating of the independent airflow cell was achieved in the 
occupied zone as the L) is 0.5 m. 
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Fig. 6. Temperature and velocity distribution at occupied zone of room with different Lz 
(Qintet = 45 m3/h). 
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4.2 Thermal comfort indices 

The thermal comfort of an occupied zone is an important issue. One method of assessing 
thermal comfort is to use the equations for predicted mean vote (PMV) proposed by Fanger 
[21, 22]. PMV is defined by six thermal variables of indoor air and conditions of human 
occupants: air velocity, air temperature, mean radiant temperature (MRT), relative humidity 
of the air, clothing, and physical activity. Figure 7 shows a combination of each thermal 
variable affecting PMV level. Fanger showed that values of PMV between -0.5 and +0.5 are 
in the range within which 90% of people are satisfied [21, 22]. The PMV corresponds to a 
prediction of the mean value of the votes of a large group of persons on the seven-point 
thermal sensation scale as shown in Fig.7. 


Six thermal variables 


Cold Cool Slightly Neutral Slightly Warm Hot 
cool warm 


Thermal sensation scale 
Fig. 7. Thermal comfort index. 


The thermal comfort PMV index in this study was calculated by using parameters for 
cooling conditions in summer, mainly sedentary activity level —1.0 met and with a clothing 
thermal resistance of —0.5 clo. Relative humidity is assumed to be 50 % in the room, and 
MRT has been estimated using the P; radiation model [21, 22]. The overall thermal climate 
predicted by the PMV index can be seen in Fig. 8. It is seen from Fig. 8. that the PMV index 
is sensitive in air supply flow rate increase and various outlet positions. In group 1, case 5 
has the worst PMV index among five cases, because the highest Qin enters the room that 
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causes the occupied zone to become less comfortable. The case 2 with Qin = 45 m3/h seems to 
offer higher PMV potential among five cases in group 1, it was therefore chosen to be 
investigated the effect of Lz in this study. Moving on to the group 2, the PMV index in case 8 
gives higher potential with L2 = 0.5 m. When Lz is 0.1 m in case 6, the cooling flow entering 
the room travels the shortest distance between the floor surface and the outlet port before 
leaving the room, therefore the airflow circulation cell is smaller than that of the rest cases, it 
may cause a lower PMV value in case 6. When Lis 0.9 m in case ten, the airflow circulation 
cell diminishes that causes the PMV potential decrease in occupied zone in the room. Case 8 
seems to offer higher PMV potential in group 2. Therefore, it may be seen that if the 
parameters are set for the RACM system as in case 8, it will be the one among ten simulated 
cases in this study which offer the most thermal comfort. 
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Fig. 8. PMV variation in the occupied zone 


4.3 Vertical temperature profiles 

The difference in the vertical air temperature between the feet and the head must be 
considered in determining conditions for acceptable thermal comfort. The vertical 
temperature profile is a function of sedentary occupant height. One measure indicates that 
the most comfortable thermal environment is achieved when the air temperature at head 
level is lower than the temperature of the floor surface [22]. It is worth noting that the 
difference of an allowable vertical temperature between 1.1 m and 0.1 m (head and ankle 
level) shall be less than 3 °C [22]. 

The predicted vertical temperatures were calculated for x is 0.6 m from the symmetrical axis 
as shown in Fig. 3 at different heights of 0, 0.1, 0.4, 0.6, 0.9 and 1.1 m from the floor surface 
level for all groups. These heights are assumed to represent the feet, ankle, knee, waist, 
shoulder, and the head of the occupant. It is obvious from Fig. 9 of group 1 that the 
difference for height from ankle (0.1 m) to the head level (1.1 m) is in the range of (—0.41 °C) 
— (-0.34 °C) the differences in vertical temperature are relatively low for all cases. Increasing 
Qin leads relatively to the moving of air profiles to left hand side of Fig. 9. The reason for this 
is that, the inlet air flow rate increases, proportionally more flow blows into the room. For 
group 2, as the outlet port increases, the temperature profile up to head height is affected 
slightly in comparison to those in group 1 with the same physical parameter. The difference 
in temperature from the ankle to the head level is in the range of (—0.43 °C) — (—0.36 °C). It 
seen Fig. 9 that group 1 is the most sensitive from the point of view of varying air 
temperature profile along vertical line from surface to the head of the occupant as inlet air 
flow rate changes. 
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Fig. 9. Vertical temperature profile in the middle of the occupied zone 


4.4 Energy-saving potential in a test case 

In the case 2 study, Qin = 45 m3/h. Inlet air temperature of 20 °C is blown from inlet port to 
the room. This supply continues for one hour, which makes 0.9 m3/h air supply rate for a 1 
m2 floor area. The difference between inlet and outlet temperatures, AT = 27 —20=7 K, is 
observed. The cooling capacity is then calculated as 2.1 W/m? using following formula: 


Cooling capacity = (Vp)C,AT (6) 


Where V is volume flow rate of the air (2.5.104ms+), p is density of air (1.2 kg m), C,, is 
specific heat capacity of the air (1.10°J kg4K~4), and AT is the difference between the inlet 
and outlet air temperatures (7 K). 

By means of a conventional air conditioning technique for a room three meters high, 
temperature difference AT =9 °C, the design temperature gradient T,, —Ty,;= 3 K m! with 
an occupancy design air temperature of T;,1 = 23 °C. Temperature supply of T; = 17 °C and 
the cooling capacity of 25 W m? are given by Levermore [23]. Compared to conventional air- 
conditioning, supplying air at 17 °C, the RACM, supplying at 20 °C, will save on chiller 
energy. In fact, the free cooling obtained by using cool fresh air will contribute a 
considerable amount to the cooling, especially, in summer conditions. Traditional air 
conditioning typically maintains the room at an air temperature of 23 °C whereas RACM 
has a typical occupied zone temperature of 23.8 °C as shown in case 2 of Fig.5. so this 
technique also saves on thermal energy whereas it does not reduce comfort [23]. But cooling 
differentials also have to be considered. For conventional cooling, the differential is 23-17 = 
5 °C and the RACM the differential is 23.81—24.22 = —0.349 °C as shown in case 2 of Fig.6. For 
the same heat load, the conventional system will require higher flow rates than the RACM 
in order to maintain air distribution uniformly in the whole room while the RACM just 
requires this for the occupied zone. The RACM can cope with about 2.1 W/m? whereas a 
conventional system can cope with more than 25 W/m2, proportionally energy efficiency 
reduce 91.6 %, so the RACM will use considerably less energy. 
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4.5 Experimental test 

The regional air conditioning system is designed to create the independent airflow 
circulation cell based on convection effect being much greater than the diffusion effect. The 
room is divided into region with separate temperature section around the RACM as 
predicted in Figs. 5 and 6. This is to be expected because the airflow from the high pressure 
area to the low pressure area, plus the inlet air that blows straight down and is sucked back 
to outlet port by the outlet vacuum pressure. 


4.5.1 Comparisons of the measured thermocouple data 

Air temperature was monitored at six locations in the measurement room, then compared 
during a 500-second cool-down experiment. As shown in Fig. 10, the six locations were 
placed on the RSSP. The measured thermal data for occupied and non-occupied zone (the 
middle and right corner of the RSSP) are shown in Figs. 11 and 12. 
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Fig. 11. Experimental temperature at six locations in the room (without a manikin) 
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4.5.2 Case I: Measurement without a manikin 

Experiments were conducted in the initial room temperature of 30 °C under the Qin of 176 
m3/h and the L2 of 0.5 m. The temperature sensors were located at six positions as shown in 
Fig. 10, and then compared during a five hundred second cool-down experiment. Judging 
from the temperature field experiment as shown in Fig. 11, when the RACM is open, the 
system will run to maintain the occupied zone at a temperature around 23.5 °C, the middle 
of the RSSP around 29 °C, and the right corner of the RSSP around 29.5 °C. With the 
temperature different between the occupied zone and the middle of the RSSP are up to 6 °C 
and that at the right corner of RSSP are up to 5.5 °C. The occupant can feel different 
temperatures, which means that the occupied zone temperature distribution has met the 
demand of regional air-conditioning. Thus, the airflow circulation cell was successfully 
created in the occupied zone. 


4.5.3 Case Il: Measurement with a manikin 

The influence of a manikin is shown in Fig. 12. A manikin was placed in the occupied 
zone and the RACM was turned on at an inlet temperature preset to 20 °C. The occupied 
zone temperature was from 24 to 24.5 °C, as shown in Fig. 12. This result shows that the 
airflow circulation cell is barely affected by a manikin and the target region is still 
accurately controlled to the preset temperature range. However, other regions are 
influenced by conduction and radiation, resulting in a drop of 0.5-1 °C to reach 29-30 °C. 
Compared with Case I, temperature distributions in the occupied zone still met the low 
temperature. Its goal can make the room divided into two regions with separate 
temperature sections without any partitions. 
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Fig. 12. Experimental temperature at six locations in the room (with manikin) 
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5. Conclusions 


The present study introduces a new concept of energy saving mechanism design referred to 

as a regional air conditioning mechanism (RACM). Numerical predictions of distribution 

patterns in a room with this mechanism were conducted and reported. Experimental work 

was Carried out to study the thermal regions of the RACM system. The results showed that: 

i. Air convection is dominant inside the cell; inter cell only air diffusion operates and 
there is no mixing effect. Since the convection effect of airflow is much stronger than 
diffusion, the energy and concentration can basically be kept inside the cell. Therefore, 
the regional air-conditioning mechanism can be successfully established. 


ii. The parameters of the RACM, including Q,, and L2, influenced thermal comfort in the 


occupied zone. This result is very helpful in showing the important impacts, which 
must be considered when designing the RACM system. 

iii. Under suitable adjustments of Qin = 45 m3/h and L2 = 0.5 m, the highest level of thermal 
comfort demand can be achieved. 

iv. The vertical temperature profiles in the middle of the occupied zone were almost 
uniform from floor to head level. In two group studies, group 1 with various values of 
Qin is the most sensitive from the point of view of varying air temperature distribution 
along the vertical line from the foot to head level of a sedentary occupant in the room. 

v. No energy saving index which can be generally accepted has been established so far. 
Compared to conventional air-conditioning, the RACM is predicted to be energy saving 
and to provide individual thermal comfort. 

vi. Itis possible to create two independent temperature regions in the experimental room. 
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1. Introduction 


The evaluation of aerodynamic forces and of the relevant coefficients is a fundamental task 
in aircraft design. A number of numerical methods have been investigated and some of 
them, the most reliable and cost effective, are daily applied in the Aerospace field for design, 
development and research purposes. Conversely, not so many methods have been 
considered reliable enough for computing aerodynamic derivatives, which are fundamental 
to evaluate sensitivities to aerodynamic or shape parameters. Despite the efforts deployed 
by former researchers, the basic mathematical complexity to evaluate derivatives strongly 
limits the application of several methods. Numerical differentiation is surely a task widely 
studied and most of the schemes which have been developed are based on the finite 
differences method. Finite differences are flexible and easily applicable, but they are just an 
algebraic transposition of the Taylor series expansion, and as such they are an 
approximation. As a matter of fact, the attempt to apply the mathematical theory of 
differentiation to computer programs has to be handled differently. Furthermore, while 
steady derivatives allow quantifying different sensitivities when flying in steady condition, 
dynamic derivatives are supposed to provide useful information on what happens in 
unsteady condition, but this introduces the extra complexity of the time dependency. It is 
hence again evident that the need of a solid mathematical basis is crucial when dealing with 
these kinds of problems. 

A possible approach is the experimental use of physical models in wind tunnels; data 
acquired while simulating different steady flight conditions can be interpolated to compute 
steady derivatives. While unsteady derivatives can be quantified by both mathematically 
handling steady values or moving the model in the wind tunnel and then managing the data 
streams that have been acquired. The drawback of this method is its high cost, especially 
when complex motions are tested. Furthermore, experimental work is complex, since setup 
and test implementation require a wide experience both in preparing the system setup and 
in understanding results. An extensive work has been done so far in this field; some 
references (Almosnino, 1994; Altun & Iyigun, 2004; Anderson & Newmann, 1999; Anderson 
et al., 1984; Guglieri & Quagliotti, 1993; Guglieri et al., 1993; Murphy & Klein, 2001) can give 
just an idea of the huge effort so far deployed. 

But in the latest years numerical approaches have been extensively developed and 
employed to fulfil the same results in a cheaper and faster way. The simplest algebraic way 
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to evaluate derivatives is, as said, the use of finite differences (Anderson et al., 1984) which 
simply requires evaluating the function of interest at two or more nearby states. This 
method can also be used as a validation technique and it is attractive since it does not 
require any modifications to existing source codes but it has the drawback to be sensitive to 
cancellation errors. It is important using a small step size to approximate the mathematical 
derivative, but the issue of subtractive cancellation of the terms in the numerator will 
always be experienced. An alternative to this is the Complex Variable Differentiation 
method (CVD), suggested by Anderson and other Authors (Anderson et al., 1999). 
Conceptually, CVD uses a series expansion of functions and a complex perturbation of 
terms, so in effect splitting up real and imaginary parts of the relevant function. For the first 
derivative, this method does not require subtracting the values computed in different 
points, so avoiding errors connected to cancellation; it has been successfully tested in 
computation of aero-structure sensitivity derivatives (Newmann et al., 1998) and works 
adequately. But it has the drawback to double the memory required for computation, since 
for each function both the real and the corresponding complex component have to be 
managed; runtime cost increases by a factor close to three. 

Another possibility consists in using codes based on panel method. This method bases its 
applicability on the conceptual simplicity of panels but it showed to be unreliable in some 
particular conditions (Almosnino, 1994). In 2004 Green published a good work (Green et al., 
2004) focused on the possibility to computationally separate dynamic and _ stability 
derivatives, which during the experimental testing are measured in combination. Their 
study was furthermore interesting for the introduction of the automatic differentiation 
technique, shortly identified as AD. This was the beginning for a new branch of numerical 
research, which gave remarkable results. In Europe, the French researcher Laurent Hascoet 
carried out a study that finally was formalised in a public paper (Hascoet, 2005) focused on 
parallelisation and differentiation techniques based on a strong mathematical background 
and algebraic adherence to the rules of mathematical analysis. The work was then 
formalised in a more extended research context when the French ‘Institute National de 
Recherche en Informatique et en Automatique’ (INRIA) developed a tool (Tapenade) 
completely devoted to differentiation of Fortran source codes (Hascoet & Pascual, 2004). 
Industrial applications of Tapenade were carried out across Europe by different Aerospace 
Companies; it was showed that the AD approach can be applied for both aircraft 
sensitivities studies and for shape optimisation (Selmin, 2004). It was proved that the AD 
method was effective for differentiating both the only CFD solver and the complete 
computation chain (shape parameters + solver). Comparisons were carried out at numerical 
level and results were than compared again with finite differences computations; the 
outcomes were more than satisfactory. 

In 2009 another work was published by the Authors et Al. (Necci, et al., 2009); its goal was to 
demonstrate the practical applicability of AD to industrial problems dealing with complex 
configurations. It was shown that automatic differentiation could be successfully used not 
only for research purposes but also to carry out a design activity on complex industrial 
configurations. Progress has been made from that point on and AD capabilities have been 
extended to compute stability and control dynamic derivatives for civil and fighter aircrafts. 
This paper deals with this. A first conceptual comparison between AD and other methods 
will be provided in order to explain AD peculiarities; then a deeper study of the AD 
numerical technology will be carried out. Finally some results will be given. 
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2. Automatic differentiation concept 


Automatic differentiation is based on concepts which are extensively described in Ref. [10] 
and [11]. To summarise, let Xe” be a vector argument and Y=F(X)eR” a 
corresponding vector function. Equation F’,, = F,, ce oem expresses the idea to have 
m functions depending on 7” variables. A computer program P able to evaluate Y can only 
evaluate simple functions; so we have to split up F,,, into several sub-functions f,, each one 
implemented by a corresponding instruction/,. Function F will then be given by the 
composition F = f,,o f,_;°...° f; and the corresponding source code has to be a sequence 
like P= Vl eid is As a mathematical limitation, all the functions which are implemented 
in the code functions have to be differentiable, despite some exceptions (e.g. the square 
root); however, in general, functions implemented by arithmetic operations are indeed 
differentiable. The automatic differentiation tool evaluates derivatives by using the chain 
rule, i.e. it applies the following mathematical concept: 


POF UG ahi pa POR A CS) (1) 


J 


Here X, = f,(X;,_;) is the value of a generic sub-function and X, = X is its first value. J is 
clearly the Jacobean of F. Using the concept expressed by equation (1), derivatives can be 
translated back into a sequence of instructions J,, the instructions will be coded and 
inserted back into a copy of the control program P. This new set of instructions, added to P, 
yields to program P’, which now embeds instructions both for primitive and for derivative 
functions. Conceptually, the automatic differentiation works on some basic assumptions; 
firstly, P is considered simply as a run-time sequence of instructions and the AD tool 
differentiates this sequence. Secondly, each sequence is a composition of vector functions, 
each one assumed differentiable. Since each function is differentiable, we have the 
theoretical basis to differentiate according to the fundamental rule of mathematical analysis: 
we have to work not only on the sequence of functions but also on each single function. 
Furthermore one has to observe that the generic function F’,,, = F,, (x, ea aens x, ) depends 
on 7 terms, so differentiation of a single function imposes computing derivatives. 
Applying this concept to a vector function it is evident that equation (1) is a Jacobean and, as 
such, it requires multiplying matrices with matrices. This opens another issue: what is the 
best strategy to reduce the computational cost? Direct (tangent) or backwards (reverse) 
modes stem from this issue. 

Physically, often we just need evaluating the sensibility of a quantity over a design 
parameter; an example is the sensibility of lift coefficient with respect to the angle of attack 
(C,,) or lateral force sensitivity to sideslip angle (Cy | . For an aerodynamic coefficient, this 
means taking into account just its component related to a given aerodynamic parameter. 
Mathematically, this requires projecting a function (a total derivative) onto a given direction 
(a design parameter), as conceptually shown in Fig. 1. 

Since our basis has n components, a generic directional derivative is the projection of the 
total derivative F (X) along one component of the basis. Formally, we have to evaluate: 


F (X)-X= fi (Xp1)* fy-a(Xp-2) % fa(Xo) X 2) 
J 
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Ky 


Fig. 1. Generic reference basis. 


F (X) is a {mxn} matrix and the most efficient way to evaluate the quantity given in (2) is 
from right to left; this requires multiplying a matrix by a vector. We have to start the 
differentiation from the first instruction f,(X ) in the source code and then we have to 
progress on, until the last instruction is reached. This approach makes things easier from the 
point of view of program coding, as it allows merging the original source code with the lines 
of differenced functions immediately after each corresponding primitive instruction. Such a 
concept is the basis of direct (or tangent) differentiation. 

Conversely, in optimization processes or inverse problems, it is required minimising a 
generic cost function with respect to a number of design parameters; a physical example of 
this can be the minimisation of drag index with respect to the angle of attack, to Mach 
number and to a number of shape parameters. This imposes the differentiation of a function 
with respect to a number of parameters and then to weight each component with a 
dedicated coefficient. Mathematically, this implies transforming Y = F(X) vector into a row 
(using transposition) and then multiplying this row by a weight vector F(m), which clearly 
has to be an input. Formally, the product becomes FT (X)-F and its gradient is F"(X)-F; 
transposing F means transposing the product F = =f, x ie 1 X..x f; and, remembering that 
(AxB)' =B’ x A", we have: 


Pa ex) a ae 8) 
from which: 
=F" xF = fy! (Xo) fa! (1) x. fy’ (X21) xF (4) 
yy 


Here F’{nxm}\ is the transposed Jacobean. Even in this case computation is more efficient 
from right to left; we can progress using a matrix by vector product, computationally 
cheaper than a matrix by matrix computation. In this second case, computation starts 
differencing the last p™ function and then going back to first function. The definition of 
backwards (or inverse) differentiation is due to this. 
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A general rule, easy to remember when choosing the best differentiation method comes from 
the following observation; the less number of rows in the multiplying vectors (X orF ) the 
less will be the operations. For direct mode, short X corresponds to small n , thus direct mode 
can be computationally effective when differencing a number of functions with respect to a 
few parameters. Conversely, for backwards mode, short F correspond to small m , and this 
means a few functions to differentiate; it is attractive when differencing with respect to a 
number of parameters, i.e. in case of optimisation problems. 


3. Numerical approach 


By taking into account a generic solution depending on the position vector, normal vectors 
and boundary conditions, the sensitivity of a generic aerodynamic solution with respect to a 
parameter { can be expressed as (Ref. [13]): 


dU CU cx  0U My BU On 
OB x OB ey; OB om) OB 


(9) 


If the automatic differentiation tool is used in order to evaluate the quantities expressed in 
(5), it will generate the total derivative with respect to the specified design parameter. But 
we use the automatic differentiation to evaluate the sensitivity to just some parameters, so 
the tool has to be tuned according to real needs, i.e. it has to compute just some derivatives, 
not the total derivative. For this reason, the differentiation procedure has to take into 
account the following issues: 
e when computing the sensitivity with respect to a single parameter, the relevant 
parameter / has to be set to ‘one’ before entering the differentiation routines and all 


other parameters have to be set to ‘zero’; this can be done directly into the code or using 
an external input file; 

e inorder to reduce computational costs, differentiation should be applied just after the 
primitive solution has converged, so to avoid computing also the iterations related to 
derivatives. In this way the application of differenced functions to a converged solution 
will imply only one further computation run. 

However, despite the conceptual simplicity and elegance of such an optimized approach, 
the real implementation of automatic differentiation is very challenging from the software 
engineering side, especially for complex industrial tools. 
The solver that includes differentiated functions, here defined ‘augmented’, will be 
discussed preliminary for the static differentiation, so limiting the action to its steady loop; 
dynamic differentiation will follow and will extend the action to the transient loop. Three 
different structures of the augmented algorithm will be studied; all of them will include 
some preliminary steps, i.e. the acquisition of initial values, check of grid metrics and 
acquisition of initial solution. These steps will not be subject to any differentiation, since just 
the core of computation has to be differenced and not all the modules of the solver. After 
these three steps, some differences among the structures will be discussed. 

In structure 1 (Fig. 2), after some initial checks, the parameter with respect to which we want 

to differentiate is set to unity. Then the augmented algorithm is engaged and both primitive 

and differenced parameters are computed. This configuration is structurally simple but it 
requires computing derivatives for all iterations while the primitive solution is still reaching 
its convergence. 
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Fig. 2. Structure 1 
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Fig. 3. Structure 2 
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Fig. 4. Structure 3 
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This increases the runtime cost without any real benefit, unless the user is interested in 
studying the iterative evolution of derivatives. Structure 2 (Fig. 3) shows a variant; derivatives 
are computed just after the primitive solution has converged; only one extra run is required. 
Differentiation is paid with a minimal increase of computational cost and numerical efficiency 
has clearly increased. At this point, we can look at the problem from another point of view; we 
can remember that the AD tool provides the capability to differentiate a function with respect 
to one or more parameters. Surely, differencing with respect to several parameters involves a 
higher complexity of the augmented software because of the higher number of added 
instructions but, conceptually, structures 1 and 2 can be used indifferently to differentiate with 
respect to one or more parameters. An alternative structure of the augmented solver, suitable 
for differencing with respect to many parameters, is shown in structure 3 (Fig. 4). In this last 
case, a number of differentiation blocks can be cascaded, and each block computes the 
derivatives with respect to one only parameter. Then, iteratively, all the blocks can be engaged 
in sequence. It is necessary looping the cycle in such a way to reset to ‘one’ the correct /; 
parameter before calling each block. The benefit comes from the capability to evaluate all the 
derivatives with respect to £; with just one extra iteration for each parameter, like in Structure 
2. Compared to structure 2, structure 3 has an advantage and a disadvantage. The advantage is 
that structure 2 manages a larger module involving several derivatives, and the use of only 
one block makes it easier linking such a block with the solver. The disadvantage is that if the 
user needs rearranging the differentiation with respect to one parameter, for any particular 
purpose, the use of structure 2 makes the work very hard. Structure 3 is simply a modular 
approach, which requires more initial work to integrate each differentiation module in the 
overall structure but that guarantees a higher flexibility in case of further reworking. It is 
evident that structure 3 has a practical difficulty; while in structures 1 and 2 the software has to 
be optimized for just one large block of augmented variables, in structure 3 more sub-blocks 
are involved, so optimization is longer and more complex. In this case, the modularity of the 
primitive code and software engineering skills of the user make the difference. Once the 
structure has been decided, a practical possibility from the software point of view is that all 
parameters that have to be set to 1. Then these can be read from an input file; then all 
different blocks, linked together with the relevant declaration files, are called by the 
program. These and a number of possible variants can be explored; it is just important to say 
that, whatever the user wants to do, he needs a complete control of the software. This means 
that the automatic differentiation technology cannot be applied to commercial tools, which 
are closed applications. 

Moving now from static to dynamic differentiation, the only difference is in the type of 
parameters; static differentiation involves incidence angle, sideslip angle or geometric 
functions while dynamic differentiation involves roll, pitch and yaw velocities, i.e. it involves 
the time. Because of the dynamic nature of these parameters, AD impacts now the transient 
loop of the software. But in this case the good modularity of the solver that has been used in 
Alenia Aeronautica has shown its benefits, since the AD procedure has been used without any 
real problem and according to the rules described for the static differentiation. 


4. Numerical applications and dynamic computing procedure 


The results described in this section have been achieved using the tangent mode 
differentiation. Using the following expression: 
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oH 


ae (6) 


d 
we indicate with H={C,,C CECI the aerodynamic coefficients vector and with 
B=(p,q,r) the design variables vector. 

Because of the structure of the solver that has been used, the numerical sequence for 
computing a derivative requires three different steps: 

1. the computation of a primitive steady solution (PS1); 

2. the computation of a primitive unsteady solution (PS2); 

3. the computation of the differentiated solution (DS). 

Two tests cases have been investigated, a NACA0012 airfoil studied in viscid condition and 
a complete configuration, the DLR-F12, studied in inviscid condition. This second test case 
has been the real test bench, since the results that have been achieved have been compared 
with those collected by other Partners involved in the SIMSAC programme. 


4.1 NACA0012 airfoil 

NACAO0012 has been studied for M=0.4 and Re=6.2e+06. The grid is a C-type, 66880 
nodes and 24924 elements, generated by an Alenia proprietary mesh generator. The skin has 
been meshed by placing 160 nodes on the upper and lower surfaces; the wake has been 
similarly meshed, by placing 50 nodes after the trailing edge. The skin mesh has then been 
extended in the outwards normal direction; the boundary layer has been filled up by 
building 57 parallel layers in the region between the skin and the area where the 99% of the 
freestream velocity is reached. Then, 200 more layers have been used in the farfield. 
Dimensions of the grid are as follows: 


Ax = —0.15000e + 02; +0.16000e + 02 
Ay = +0.0000e + 00;+0.10000e + 01 


Az = —0.15056e + 02;+0.15055e + 02 


The mesh around both leading and trailing edges has been built by setting the initial spacing 
layer to 0.1e-02 chord units. Starting from the first layer, a geometrical progression has then 
been used; setting a growth factor 1.208, the mesh has been expanded in the normal 
outwards direction, until the final layer of the farfield has been reached. The airfoil chord 
length has been set to unity. The three-dimensions solver has been applied on this two- 
dimensions mesh by simply redefining the grid itself; the two-dimensions mesh has been 
generated on a vertical plane, which has then been doubled onto a second parallel plane. 
The two planes have then been joined together, so generating a three-dimensional structure. 
Fig. 5 shows how the two-dimensions mesh has been converted in three-dimensions. 

As said earlier, the first step of the computation process has been the achievement of a stable 
primitive steady solution, for M=0.4 and a=2°; 15000 iterations have been used to completely 
minimise residuals and to reach an excellent solution. After this, two different dynamic 
analyses have been carried out, one involving some variable frequencies of oscillation and 
another involving some variable angles of attack. The laminar Prandtl number has been set to 
0.72 and the turbulent to 0.90. CFL number has been set to 2.0 and no residual averaging has 
been necessary. The steady computation has required about 448 seconds on a parallel 
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Quadrics machine, while unsteady runs almost doubled this value. Thirty-two processors have 
been used, 28 for computing purposes and 4 for data traffic management. 


Fig. 5. Internal mesh - conversion to three-dimensions. 


4.1.1 Variable frequency 

The analysis for variable frequencies has required computing a number of primitive steady 
solutions, one for each frequency in the (used) range 0.025 rad/s < w<0.1rad/s . For the sake 
of clarity, we can say that here we will just describe and discuss some details related to the 
numerical test case M = 0.4,a@ = 2°,@=0.025rad/s , remembering that the used process has 
been exactly the same for all the frequencies. After computing a stable primitive steady 
solution, the dynamic solver has been engaged. A pitch range Aa =+1° has been imposed 
about the initial angle of attack and a forced oscillation has been applied. The rotation centre 
has been placed atx=c/4 and, in order to minimise the numerical transient due to the 
initial steady solution (PS1), three complete oscillations have been run. For each oscillation, 
96 iterations have been computed for a total amount of 288 iterations; each one of these 
iterations required 200 sub-iterations to converge. Fig. 6 shows a graphical example. 

Along the X axis is reported the number of iterations, while on y axis are shown both the 
corresponding values of the lift coefficient and of the angle of attack. It is evident that each 
time the local angle of attack increases, a corresponding increase of the lift coefficient is 
experienced as well. In order to show that each point in Fig. 6 corresponds to a converged 
value of the iteration process, Fig. 7 focuses the evolution of the solution for the lift 
coefficient during the very first step of the first oscillation. It is just the case to mention that 
this particular case has been chosen because the first unsteady iteration run after the initial 
(steady) solution is the most impacted from the numerical stability point of view. We can see 
that, when the sub-iteration process starts, the value of the lift coefficient is close to 0.24, 
which is the value provided by the steady solution PS1. After this, the unsteady 
computation begins and a slight fluctuation is experienced. Anyway, after about 150 sub- 
iterations, a convergence is reached. This last fact confirmed that the choice of 200 sub- 
iterations was successful, since the numerical fluctuation was almost completely eliminated. 
In order to prove this last sentence with numerical evidence, Table 1 provides maximum 
and minimum values for Cl during the forced three oscillations, as well as the relevant 
percentage fluctuations. 
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Fig. 6. NACA0012 oscillation evolution for (M =0.4,a =2°,Aa = +1°,@, = 0.025 rad/s). 
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Fig. 7. NACA0012 - Lift coefficient evolution for unsteady computation 
(M =0.4,a =2°,Aa=1°,@, =0.025 rad/s) 


Cl min Cl max % Fluctuation 
Oscillation 1 - Sub-Iteration 1-100 2.4283e-01 2.6130e-01 7.068% 
Oscillation 1 - Sub-Iteration 101-200 2.4302e-01 2.4787e-01 1.956% 
Oscillation 2 - Sub-Iteration 1-100 2.4213e-01 2.5384e-01 4.613% 
Oscillation 2 - Sub-Iteration 101-200 2.4356e-01 2.4376e-01 0.082% 
Oscillation 3 - Sub-Iteration 1-100 2.4212e-01 2.5382e-01 4.609% 
Oscillation 3 - Sub-Iteration 101-200 2.4356e-01 2.4375e-01 0.077% 


Table 1. Cl convergence - values and errors 


The table is arranged in such a way to allow an analysis for groups of sub-iterations. Each 
one of the three oscillations is split up in two phases; the first one focuses on sub-iterations 1 
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to 100 while the second focuses on sub-iterations 101 to 200. During oscillation 1, Cl values 
in the first phase range from 2.4283e-01 to 2.6130e-01 and the relevant percentage fluctuation 
is 7.068%; values in the second phase range from 2.4302e-01 to 2.4787e-01 and the 
corresponding percentage fluctuation drops down to 1.956%. This means that, at the end of 
oscillation 1, the solution has almost converged. Going on and computing the same values 
for oscillations 2 and 3, all percentage variations in the first phases become even smaller 
(4.613% and 4.609%) and almost disappear during the second phases (0.082% and 0.077%). 
This proofs that the unsteady solution PS2 has completely converged at the end of the third 
cycle. Stated this, we can study the evolution of our differenced solutions; in particular, it is 
interesting comparing the results provided by the augmented solver with those computed 
by using the finite differences method. Fig. 8 deals with this and it still provides information 
for the case M =0.4,a = 2°,@=0.025. 
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Fig. 8. Comparison between automatic differentiation and finite differences Clq derivatives 
(M 0.4,a=2°,Aa=1°,0 0.025 rad/s) . 
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Finite differences have been computed by remembering that, from the analytical point of 
view, we have: 


c, =0,/dea/2U.,), Cy, = 0C,,/Aeq/2U,,) (7) 


Moving now from differential values to finite values, these expressions can be rewritten as: 
C, =AC,/Alea/2U.,), Cy, = AC, /Aleq/2U..) (8) 


The curve related to finite differences fluctuates because of the fluctuating values of AC,, 
computed by using the primitive solver. Conversely, the AD curve is much more stable; 
after an initial transient, the curve becomes almost steady and quickly converges. Table 2 
shows both values and percentage errors between the two curves; it is evident that errors do 
vary mainly because of the finite differences fluctuations, while automatic differentiation 
numerical values show a good steadiness. 
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Time-step Clq FD Clq AD Error % 

0 3.43E+00 2.76E+01 -704.96% 
20 3.18E+00 2.37E+00 25.52% 
40 3.52E+00 2.81E+00 20.18% 
60 3.53E+00 3.05E+00 13.61% 
80 3.20E+00 3.33E+00 -3.97% 
100 3.02E+00 3.25E+00 -7.59% 
120 3.25E+00 3.23E+00 0.74% 
140 3.56E+00 3.19E+00 10.51% 
160 3.48E+00 3.19E+00 8.55% 
180 3.13E+00 3.22E+00 -2.68 % 
200 3.03E+00 3.25E+00 -7.09% 
220 3.26E+00 3.25E+00 0.21% 
240 3.58E+00 3.24E+00 9.68% 
260 3.42E+00 3.26E+00 4.77% 
280 3.08E+00 3.27E+00 -6.04% 


Table 2. Clq comparison - AD vs FD - values and errors M=0.4, a=2.0°, Aa=1°, wy=0.025 
rad/s 


Similar considerations can be repeated forC,, (Fig. 2). In this case percentage errors are 
initially very high but convergence is fast and the error becomes smaller than 5% 
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The following figures (Fig. 10 and 11), show the values of derivatives for the same flight 
condition, but with an oscillation frequency w= 0.05. 
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Fig. 10. Comparison between automatic differentiation and finite differences Clq derivatives 


(M=0.4,a =2°,Aa =1°,@, = 0.050rad/s) . 
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Fig. 11. Comparison between automatic differentiation and finite differences Cmq 


derivatives (M 0.4,a=2°,Aa@ 1° a, 0.050 rad/s) 


The overall progression of results is good, despite some local peaks. As a general behaviour 
the automatic differentiation provides results much more stable, because of its direct 
computation method based on a mathematical management of functions and not on a latter 
data handling with FD. Anyway some initial fluctuations have to be expected also in 
automatic differentiation, since anyway the relevant derivatives are managed by the 
augmented solver as normal functions which need some time to converge. 


Finally, figures Fig. 12 and 13 show the evolution of C),,Cjg,C,,, as functions of frequencies. 
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Fig. 12. Automatic differentiation Clq vs frequency progression (M = 0.4,a = 2°,Aa=1°) 


The relevant interpolating second order curves have been reported, as well as the least 
squares values computed as follows: 


R= > cars — f(x; )I (9) 


The value of y;-4p value is computed by using the AD, while f(x;) is computed by using 
the tendency function. 
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Fig. 13. AD Cmgq vs frequency progression (M =0.4,a =2°,Aa@=1°). 


It is shown that all curves can be reduced to polynomials; however the physical evolution is 
well modelled by polynomials just in some cases, e.g. for Clq and Cmq, while in other cases 
(Cdq) such a reduction cannot be really accepted since curves are not smoothed and a 
polynomial reduction is only an algebraic manipulation 
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4.1.2 Variable incidence 

The same approach described for studying the variable frequency has been applied to 
variable angles of attack. The most challenging dynamic behaviour is for @=0.1, so some 
curves (Fig. 14-17) and tables are here discussed for such a frequency. The angle of attack 
ranges from a =5° to a=8°. 
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Fig. 14. Comparison between automatic differentiation and finite differences Clq derivatives 
(M =0.4,a =5°, Aa =1°, a, =0.100rad/s) 
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Fig. 15. Comparison between automatic differentiation and finite differences Cmq 
derivatives (M 0.4,a =5°,A@ =1°,@, = 0.100 rad/s) . 


y 


For a@=5°, the values of percentage errors for C I show a strong variability, due to the high 
frequency. However, when the solution is stabilised, the percentage error between AD and 
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FD derivatives is not higher than 4.16 % (time-step 240) and in some points it is close to 0%. 
For Cin, , the error reached after stabilisation is 2.03% (time step 260) so showing to be even 
more stable than C, . Repeating the same analysis for a@=8°, both C, and C,, showa 
similar behaviour and anyway the percentage error between the two methods (AD and FD) 
is acceptable. 


M=0.4 - Alpha=+8.0 - Omy=0.1 


| 


+ Centred Finite Differences 


~ Automatic Differentiation 


tT 
0 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 
Time-stop 


Fig. 16. Comparison between automatic differentiation and finite differences Clq derivatives 
(M =0.4,a =8°,Aa =1°,@, = 0.100 rad/s) 
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Fig. 17. Comparison between automatic differentiation and finite differences Cmq 


derivatives (M =0.4,a =8°, Aa =1°,a, =0.100rad/s) . 
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Finally, Fig. 18 to Fig. 20 show the evolutions of Cj,,CjjgCj,4 aS functions of the angle of 
attach, ranging in the interval a <[—-2°;+8°]. The evolutions are well smoothened and their 
regularity is evident. 
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Fig. 18. Automatic differentiation Clq vs Alpha (M =0.4,Aa =1°,@, =0.100 rad/s) 


Cdq vs Alpha - M=0.4 - Omy=0,1 


Fig. 19. Automatic differentiation Cdq vs Alpha (M =0.4,Aa =1°,@, =0.100 rad/s) ‘ 
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Fig. 20. Automatic differentiation Cmq vs Alpha (M = 0.4,Aa =1°,@, =0.100 rad/s) ‘ 


4.2 F12 

The second sequence of tests has been carried out on the DLR-F12 configuration, working in 
inviscid condition at M=0.202 (u=70m/s). As already said, F12 has been one of the test 
benches used in SimSAC; within such a context, DLR and Cerfacs/ONERA generated two 
sets of meshes, unstructured and structured respectively, to be used by Partners in order to 
have a common computing basis. The Euler grid used by Alenia was the unstructured full 
configuration, 3802374 nodes, and 25263927 segments. The dimensions of the grid are the 
following: 


—4,951e +02 < Ax <7.048e + 02 


—5.998e + 02 < Ay <5.998e + 02 


—6.034e + 02 < Az < 5.969e + 02 


Figure 21 show two views of the overall mesh. 


Fig. 21. F12 overall mesh. 
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An extensive numerical testing has been carried out by running 15000 iterations to reach the 
primitive steady solution PS1. After this, the unsteady solution has been computed by 
engaging the AD solver and running it for 15000 more iterations. 

Computation has been run considering normal environmental conditions; in particular, the 
solver has been set to simulate a flight at p=1Atm,T =25°C,u=70m/s . Numerical data 
have been compared to those acquired during the wind tunnel testing; the German-Dutch 
Wind Tunnels premise DNW-NWB, sited in Braunschweig, has been used for the 
acquisition of experimental data. Static testing included a- and f-sweeps. Figures 22 to 24 
show the evolutions of computed lift, pitch moment and drag coefficients as functions of the 
angle of attack, compared to the experimental values. It is evident a large data spread, from 
different Partners, for angles of attack up to 8°, especially for pitch moment and drag. This is 
mainly due to the different numerical approaches used by different Partners. Fig. 25 to Fig. 27 
show roll, pitch and yaw moments as functions of sideslip angle; in these cases, the data 
spread is evident just for pitch, while for roll and yaw moments data are much more similar 
with each other despite different numerical approaches. Figure 28 shows the sensitivity to 
the angle of attack; it is evident that, for an angle of attack 0°, the numerical result exactly 
overlaps the experimental one. This is the last result, computed in static condition, showed 
here. Figures 29 and 30 report dynamic sensitivities with respect to the pitch rate in the 
longitudinal plane, respectively for lift and pitch moment. Even in this case different 
numerical approaches lead to a wide range of results for the same configuration. Dynamic 
derivatives with respect to roll and yaw rates are shown in figures 31 to 36. Numerical data 
are in the latest cases much closer to experimental values and their spread is reduced to a 
minimum. 
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Fig. 22. CL Comparison - Numerical vs. Experimental Results. 
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Fig. 23. CM Comparison - Numerical vs. Experimental Results. 
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Fig. 24. CD Comparison - Numerical vs. Experimental Results. 
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Fig. 25. Cl Comparison - Numerical vs. Experimental Results. 
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Fig. 26. Cm Comparison - Numerical vs. Experimental Results. 
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Fig. 27. Cn Comparison - Numerical vs. Experimental Results. 
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Fig. 28. CLa Comparison - Numerical vs. Experimental Results. 
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Fig. 29. CLq+CLadot Comparison - Numerical vs. Experimental Results. 
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Fig. 30. CMq+CMadot Comparison - Numerical vs. Experimental Results. 
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Fig. 31. Cyp Comparison - Numerical vs. Experimental Results. 
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Fig. 32. Clp Comparison - Numerical vs. Experimental Results. 
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Fig. 35. Clr Comparison - Numerical vs. Experimental Results. 
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5. Machine in use 


All the runs have been carried out on a Quadrics multi-processor platform. The CPU is the 
AuthenticAMD working at 2594MHz. The system is made up of 7 computational nodes +1 
node dedicated to the file system access. Each node has 4 processors. The physical memory 
of each node is 3943 MB and the virtual one is 8189 MB. 


6. Conclusion 


Automatic differentiation in static and dynamic condition has shown to be reliable for 
industrial application. Even if a comparison with the FD technique may be enough to 
qualify the AD approach, the final and definitive confirmation comes from the comparison 
with experimental data. According to what has been achieved, one can say that: 
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e ADis reliable; 

e Alenia Aeronautica approach is reliable; 

e AD provides a good alternative to the methods used by other Companies or Research 
Centres. 

Following another work of the Authors (Ref. [12]) it is confirmed that a software 

reengineering activity is necessary after having generated the augmented code. This implies 

a cost in terms of time and deployed effort, for optimizing the augmented code lines, 

memory allocations and splitting the code in several components. Time saving achieved 

with AD is indeed remarkable if compared to other classical means to evaluate derivatives, 

and it provides an evaluation of the exact derivatives avoiding problems related to mesh 

refinement. Static and dynamic differencing procedures are clear enough to allow a daily 

use of AD features in the daily industrial activities. An extensive testing is now ongoing at 

Alenia premises in Turin in order to investigate: 

e a faster procedure to obtain dynamic derivatives, avoiding three different computing 
phases; 

e the application of AD for computing derivatives of higher order; 

e the extension of AD to turbulence. 

Further experiments related to the shape optimization, mesh adaptation and consequent 

resizing are currently in progress and are very promising. 
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1. Introduction 


The use of spouted beds in numerous chemical and pharmaceutical industrial processes and 
in the agricultural industry has become popular principally because they enable high rates 
of heat and mass transfer to take place between system phases. However, despite the 
advances achieved through research into spouted beds over the more than 50 years since 
their invention, it continues to be difficult to obtain detailed information regarding the 
hydrodynamics of this equipment. The constant movement of the particles and the 
geometric characteristics of the equipment are the principal factors complicating this 
evaluation. More specific information is still required about scaling up spouted beds and 
using data from half-column beds to infer data for full column beds. 

The half-column technique applied for hydrodynamic evaluation of spouted beds is very 
old. Nevertheless, many authors have stated that great care must be taken in their 
application to obtain experimental data for use in representing full-column spouted bed 
phenomena. The use of optical fiber sensors is currently one of the most commonly 
recommended techniques for this type of measurement. However, measuring the particle 
dynamics by inserting optical fiber sensors may produce inaccurate results, as calibration is 
extremely difficult and the sensors may cause perturbations within the bed. 

With regard to scaling up, larger spouted beds tend to be less stable and consequently 
harder to control and operate. This issue is difficult to study using experimental techniques 
because it relates directly to constructing beds on different scales. The flexibility of 
computational fluid dynamics, allied to the reliability of the simulated results that have 
already been proven by a range of studies, can contribute to this area. It enables the analysis 
of scaling up data in different configurations and scales and using fewer experimental 
modules, making it possible to conduct studies that remain difficult in the laboratory. 

With regard to the study of fluid movement, the most recent studies of fluid mechanics are 
still based on the same Navier-Stokes equations. Although they were proposed 
approximately 200 years ago, analytical solutions for the Navier-Stokes equations are 
known for just a few cases due to the non-linear nature of the partial differential equations 
(PDAs). There is still little knowledge of analytical solutions for this mathematical class, 
making it impossible to obtain a solution for arbitrary regions and general boundary 
conditions. These are the principal reasons why analytical evaluation of the movement of 
the fluids is very difficult. In light of this, treatments using experimental tests are 
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predominant in this study. The costs involved in certain experiments and_ limited 
representative data make it necessary to improve the mathematical modeling of the problem. 
The advent of computers in the '80s and their improved storage and processing capabilities 
have led to accelerated growth in the numerical simulation of fluid mechanics and heat 
transfer (Computational Fluid Dynamics - CFD) and its use in different areas. 
Computational fluid dynamics can be defined as the set of computational methods used to 
solve physical and physico-chemical problems occurring in dynamic fluids by applying 
sophisticated numerical and computational tools. By using these powerful numerical 
simulation tools, it is now possible to obtain detailed and accurate results for flows with the 
most diverse characteristics, among which multiphase gas-solid flow stands out. The speed 
of evolution of computational codes, allied to the consequent improvement in the simulated 
results, is making CFD an increasingly important analysis tool, both in terms of process 
design at laboratory or industrial scale. 

This chapter describes new advances achieved using CFD numerical modeling in studies 
of cylindrical and semi-cylindrical spouted beds. These studies were conducted with the 
aim of evaluating the mathematical model parameters, as well as exploring numerical 
simulation applied to semi-cylindrical spouted bed in the assessment of hydrodynamic 
data pertaining to cylindrical beds. Recent research involving CFD and spouted beds is 
highlighted and discussed throughout this text with the aim of presenting recent 
advances in research in this area. 


2. Mathematical modelling 


2.1 Mathematical modeling of general multiphase flow 

The basic axioms of fluid dynamics are the conservation laws, specifically, conservation of 
mass, conservation of linear momentum, and conservation of energy. The combination of 
these mathematical equations provides a fluid dynamic description of single-phase systems 
well defined and reliable. However, the development of a mathematical model to represent 
a general multiphase flow is still a great challenge to researchers due to the complexity of 
phenomenona involved on it. 

Currently in gas-solid flows, although the equations are not yet clearly defined, there are 
several approaches available, especially for engineering problems. In gas-solid flow 
modeling there exist the Eulerian approach, which is based on the hypothesis of a 
continuous medium for the description of the individual behavior of each phase (fluid or 
solid phase), and the Lagrangian approach, which is based on the individual movement of 
each particle in the flow. 

The Lagrangian approach gives a direct description of the particulate phase movement by 
mapping the path of each individual particle present in the phase. In this mathematical model, 
the movement of each particle is described by ordinary differential equations in Lagrangian 
coordinates. Consequently, the velocity of each particle, as well as its trajectory, can be 
determined from the integration of the Lagrangian equations of the particle. The Lagrangian 
approximation is especially useful to describe the transient nature of the particle movement. 
To solve a Lagrangian equation for a given particle, the behavior of the gas phase and of the 
neighboring particles must be known beforehand. In some cases, the behavior of the fluid 
phase can be determined using an Eulerian approach. As the gas and the particulate phases 
are linked by gas-solid effects, a large number of interactions are necessary to obtain the 
convergence of the solution for all phases. 
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Lagrangian modeling is limited in its application by the large computational requirements 
for its solution. Due to its high processing cost, this approach is normally applied in cases in 
which the particulate phase can be considered diluted or in cases of flow of isolated particles 
for which the multi-fluid approach (Euler-Euler) is not appropriate. In this chapter, 
mathematical modeling will be limited to the Eulerian approximation, which is commonly 
applied to the solution of fluidized bed and spouted bed flows, among others. 

In the Eulerian approach, each phase is assumed to obey the continuum assumption. The 
continuum assumption considers solid phase as continuous, rather than discrete. 
Consequently, properties such as density, pressure, temperature, and velocity are taken to 
be well-defined at infinitesimal volumes, and are assumed to vary continuously from one 
volume to another. This approach is basically an extension of the mathematical modeling of 
a single-phase flow to a multiphase flow. However, since the fluid phase and the particulate 
phase actually are not continuous media at any moment, forms of constructing a phase 
continuum should be established. The transported magnitudes of each pseudo continuous 
phase, or even of the turbulence model of each phase (in the case of turbulent flow), must be 
determined. Furthermore, the phase interactions must be expressed in a continuous form. 

A fundamental step in the construction of a continuous model is the correct determination 
of the “fluid element” of the continuous medium. This element or control volume must be 
determined so that the particles present are sufficient to ensure that this volume has 
macroscopic properties, such as temperature or velocity. At the same time, the size of this 
element must be sufficiently small in comparison to the system dimensions from a 
macroscopic viewpoint to allow the use of the continuous phase concept. 

Based on this, we present below a mathematical modeling of multiphase flow using the 
Euler approach. The manual of the software Fluent® was used as a reference to describe this 
modeling (Fluent, 2006). 

In the description of multiphase flow as a continuous interpenetrant, the concept of phase 
volumetric fraction a, is introduced. This fraction represents the space occupied by a certain 
phase in the global flow; the momentum and mass conservation laws will be applied to each of 
the phases. In this way, the volume V, of a phase (either solid or fluid) is defined by: 


V, = fa,dVv (1) 
V 
where: 
Ye, =1 (2) 
q=1 
The effective density of a phase q is: 
Py = % Py ©) 


where p, is the specific mass of phase q. 


The continuity equation of phase q is determined from: 


<(a,)+¥-(agp,i,) = D (tity, — thtgy ) +S, (4) 
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where: 
v, - velocity of phase; m_,,- mass transfer of a p phase to a q phase; m,, - mass transfer of a 
q phase to a p phase; S,- generation of mass for the q phase; n - number of phases of the 
flow. 

The mechanisms of mass transfer between phases, as well as the mass generation term, can be 
defined in different ways. However, these terms are commonly considered null in common 
gas-solid flow problems of particulate systems. The solution of Eq. 4 for all the secondary 
phases present in the flow together with Eq. 2 gives the volumetric fraction of the primary 
phase of the flow. This mathematical treatment is common to fluid-fluid and granular flows. 
Momentum conservation balance for phase q is given by the following equation: 


< (apg) +¥ (4 P,B,84) = a,Vp 4 Vt, + Ay Pk 4 
(5) 


n 
- » (Reg + Mg? nq — Map? gp ) +(F, es Figtq ey Ea 


where: 7, — tensor of viscous stresses of phase q; Vv, - phase relative velocity; R,, - force 


of interaction between phases; F , ~ external body force of phase q; Fi, - lift force; F.,,,- 
virtual mass force; p - pressure shared by the phases; p, - pressure of phase q; g - 


gravitational acceleration. 


The viscous stress tensor Tq of phase g is obtained by: 


= 7 = 2 = = 
Tq = a, 41, (Vo, Vo; ) a,| = 14 JV 9,1 (6) 


where 4, represents the shear viscosity of phase qand 4, represents the bulk viscosity of 
phase q . Relative velocity of the phases is defined as follows: 


mass transfer to phase q 


For My, > 0 0, =U 


mass transfer to phasep -> = |= 
Png = Og Ca = Ups 

The force of interaction between the phases depends on friction and pressure, among other 

factors. This force must respect the conditions R,,=—R,, andR,,=0. To describe this 


interaction, it is possible to solve this force by: 


For My < 0 


P 


lee VK, (5, -5,) (7) 


where K,,, =K,, is the coefficient of exchange of momentum between phases. 
In multiphase flows, it is possible to include the effects of the lift force acting on the 
secondary phase. The lift forces act on a particle due mainly to the velocity gradients in the 
primary phase flow, and it is more important in flows with large particles and low packing. 


The lift force action on a secondary phase p ina primary phase q is calculated as: 


Fig = -0.5p,0,(8, - 8, )x(V x3, ) (8) 
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In most cases, the lift force is negligible when compared to the drag force. If its effects are 
truly significant, the terms of the force of ascension must be included in the equations of 
conservation of momentum for both phases considered: 


Fiftg = Fin. p (9) 


The effect of virtual mass force is important when the secondary phase p accelerates in 
relation to the primary phase q, and more significant when the secondary phase density is 
much smaller than the primary phase density. In the Eq. 10 is expressed this effect: 


2 d,v, 4,0 
Fon = 0.5 jE, [os - a (10) 


The inertia of the primary phase that is found by the accelerating particles exerts a “virtual 
d 
mass force” effect on the particles. The term FA denotes the material derivative in phase q, 


which by definition is: 


d,(¢)  a(¢) 


dt ot 


+(8, ‘V)¢ (11) 


The force of the virtual mass is added to the right side of the momentum equation for both 
phases: Fong =Fom,p- 


The conservation of energy in the Eulerian modeling is described by a separate equation for 
the enthalpy of each phase: 


é _ OP a =a 2 Eps 
5 (Pulte) +V:- (a1, Pgiiqlt,) = -a,— + Tq :Vu, - V-Gq + S, + X (Sm +1 galt gg — titgyHtgy ) (12) 
p= 


Where: h, - specific enthalpy of phase q; q, - heat flow; S, - source term that includes the 
enthalpy sources (due to chemical reaction or radiation); Q,, - enthalpy exchange between 
the phases. The heat exchange between the phases must be calculated using the local 
balance conditions: Q,,, =—Q,, and Qa, =9- 

The previously presented equations represent the global model for the solution of the 
velocity field of an arbitrary multiphase flow using the Euler-Euler approach. The next 
section will present the models used by the software Fluent® to solve a solid-fluid flow with 
more details of the adopted steps and equations involved. 


2.2 Mathematical modeling of spouted bed systems 

To describe the behavior of granular solid-fluid multiphase flow, the software Fluent® uses 
multi-fluid modeling, as previously described. The shear stress in the solid phase is obtained 
from an analogy between particles in random movement in the solid phase, and from the 
molecules moving in a certain gas phase. The result of the shock between the solid phase 
particles is treated as being analogous to the shock between gas molecules, taking into 
account the lack of shock elasticity in the solid phase. As in a gas, the intensity of the 
fluctuations determines the stresses, the viscosity, and the pressure of the solid phase; the 
kinetic energy associated with the velocity fluctuations is described by a pseudothermal 
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temperature called granular temperature, which is proportional to the square of the random 
movement of the particles. 

The mathematical model is presented next for the case of two-phase solid-fluid flow, where 
p represents the particulate solid phase (secondary phase) and q is the fluid phase (primary 
phase). The mass transfer between the phases is neglected in this modeling aiming to obtain 
a simplified fluid dynamic model, but its effects can be included, as previously discussed. 


2.2.1 Continuity equation 
Considering the mass transfer between phase null, the continuity equation gives the phase 
volumetric fraction: 


(a, p,)+V-(a,p,8,)=0 (fluid phase) (13) 
<(a,pp) +V-(a,p,5,)=0 (solid phase) (14) 


2.2.2 Momentum conservation 
From Eq. 5, including the indicated simplifications, and changing the indexes, we obtain the 
momentum conservation equation for the fluid and the solid phases: 


<(a,p,84) +9 -(ayp,8,8,) = a,Vp4 Vt, + A, Py, 4 
n - a ce (15) 
*L(Kml® 3,)) CE t Figg 7 oes ( fluid phase) 
p= 
<(a,Py8) +¥ (éyp,8,8,) = a,Vp—Vp, + V-tp + An Py& 4 
1 Stas ee (16) 
2 (Kol, 3,)] (F,  Figp 4 Sa) (solid phase) 


where p, is the pressure of the granular solid phase and n is the number of phases that 
constitute the mixture, here n = 2. Having presented the simplified equations (Eq. 15-16), 
next we discuss the pressure and viscosity of the solid phase, as well as the drag between 
phases, which are critical variables in the modeling of this type of flow. 

The spouted bed has regions of high and low volumetric fraction of solids (annulus and 
spout, respectively). Gidaspow’s model (Gidaspow et al., 1992) is commonly used to 
represent the momentum transfer coefficient between phases in spouted beds since it results 
from the Wen & Yu (1966) model for the diluted phase region and the Ergun (1952) model 
for the dense phase. Thus, the Gidaspow’s model (Gidaspow et al., 1992) is described as 
below: 


K,,=K ee a, , &,>08 (17) 
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a,(l-a,)u ,,0,|0,—0 
Kijg= Kyi 100 | ) 741.75 iP, i a, <0.8 (18) 
Oq4p dp 
The drag coefficient (Cp ) is given by: 
0.687 
Cp= = [1+0.15(a,Re,) |: (19) 
a, Re, 


Relative Reynolds coefficient (Re, ) is calculated with the following equation: 


= PoAly |B, -3,| 


My 


Re, 


(20) 
For granular flows in compressible regime (i.e., when the volumetric fraction of the solids is 
smaller than the maximum allowed value), the solid phase pressure must be included in the 
equation of conservation of momentum for the granular phase. Due to the distribution of the 
velocities for the particles, a variable called granular temperature, which appears in the 
pressure and viscosity equations of the solid phase, is added to the model. The granular 
temperature is a measure of the variation of kinetic energy of the particles caused by their 
shock. One of the possible formulas for the pressure of solids is given by Lun et al. (1984), in 
which the pressure equation is constituted of a kinetic contribution and a contribution of the 
collision of the particles: 


2 
Pp =2pPpAp +2 Pp (1 + enp Ja 80,rp9 (21) 


In Eq. 21, e,, represents the restitution coefficient for the collision of the particles and g, ,, 
is the radial distribution function. The restitution coefficient must be altered, depending on 
the characteristics of the particulate solid. 

The radial distribution function is a correction factor that alters the probability of collision 
between the particles when the granular phase is dense. This function can be interpreted as 
a non-dimensional distance between spheres: 


std 
80 = : 


(22) 
s 

where s is the distance between the particles. It is possible to observe that for a diluted solid 
phase s—o, gy >1. On the other hand, when the solid phase gets close to the packing 
limit s—0 and g) >. The radial distribution function is closely related to the X factor of 
the theory of non-uniformity of gases (Chapman & Cowling, 1991). X is equal to the unit 
for rarefied gases and increases, tending to infinite, when the molecules are so close that 
movement is not possible. 

The literature has different formulas for the radial distribution function, which is given by 
Ogawa et al. (1980): 


(23) 
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Where a, is the volume fraction of solid phase and @, max is maximum packing limit. 

The tensor parameters are determined by the granular kinetic theory. The viscous stress 
tensor comprises stresses due to the shearing viscosity and the bulk viscosity, resulting from 
the exchange of quantity of movement due to the movement of the particles and their 
collision. A component that results from the friction between the particles can be included to 
calculate the effects that occur when the solid phase reaches maximum volumetric fraction. 
The collisional, kinetic, and frictional effects are added to give the shearing viscosity of the 


solid phase ( 44, ): 
My = My col ey My kin + My, fr (24) 


Collisional effect (Eq. 25) and kinetic contribution (Eq. 26) are described by Gidaspow et al. 
(1992): 


4 4, 7a 
Hp col = 5 AP oA p80,pp (1 + en)( =] (25) 


Mp, kin = 


10H yoy 1 £ go ptp(1+ ‘w)] (26) 


+= 80,pp%p 
96a, (1 + bp )Borep 5 


The bulk viscosity (A,) comprises the resistance of the particles of the granular phase to 
compression and expansion. Equation (27) can be used for this viscosity, according to Lun et 
al. (1984): 


(27) 
UT 


2 


4 
A, = 3 ApP pA p80,pp (1 + lop (4 


In dense low velocity solid phase flows, in which the solid fraction is close to the maximum 
packing limit, the generation of stresses results mainly from the friction between the 
particles. One of the forms to calculate the effect of friction in the stresses is using Eq. (28) 
(Schaeffer, 1987), where ¢ is the internal friction angle and I,p is the second invariant of 
the stress tensor. 


py sing 
Ly fp >> 
p.ft by) i 


In granular flows with high volumetric fractions of solids, the effects of collisions between 
particles become less important. The application of the granular kinetic theory in such cases 
would, therefore, be less relevant, as the effect of friction between the particles must be taken 
into account. To overcome this problem, the software Fluent® used a formula of the effect of 
friction extended for the combined application with the granular flow kinetic theory. 

Stresses due to friction between particles are normally written in Newtonian form following 
Eq. 29, where T friction Tepresents the stress due to frictional effects. 


(28) 


= Jy iNT 
T friction = —Priction! + E friction (vi, + (Vii, ) (29) 
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The resulting stress of the friction effects is added to the stress derived from the kinetic 
theory when the volumetric fraction of the solids exceeds a certain critical value. This value 
is normally considered as 0.5 when the flow is three-dimensional and the value of the 
packing limit of the solid phase is 0.63, thus: 


P Pp Prinetic + P. friction (30) 


Mp = Hkinetic + E friction (31) 


The pressure due to friction is obtained mainly by semi-empirical form. The viscosity can be 
obtained by applying the modified Coulomb law, which gives the expression: 


_ P hrictionSEND 


iction —~ 32 
 frict 2J lop (82) 


The friction pressure can be determined with the model described by (Johnson & Jackson, 1987): 
(a, = ay min i 
ll cae E (33) 


Prriction 5) k 
Qy max — %p ) 


where the coefficients are j =2 and k=3 (Ocone et al., 1993). The friction coefficient is 
assumed to be a function of the volumetric fraction of the solids (Eq. 34) and the viscosity of 
friction is thus given by Eq. 35. 


Fr =0,la, (34) 


H friction = P friction SIND (35) 


Granular temperature of the solid phase (0, ) is proportional to the kinetic energy produced 
by the random movement of the particles. This effect can be represented by: 


| (opt) +¥ (eyep% 0) = (-p) I+ r»] :VB, +V-(kg V9, )- Yo, + op (36) 
where [- D +e ) : Vv, represents the generation of the energy by the stress tensor of the 
solid phase; ko, 6, represents the energy diffusion (k, is the diffusion coefficient), 
7%», tepresents the energy dissipation produced by collisions and ¢,, represents the energy 
exchange between the solid and the fluid phases. 

The diffusion coefficient is given by Gidaspow et al. (1992): 


1500,d,,,/0,,7 6 2 F 
by = OC La Sapsumlt+eq)] 20bees* ep) tame— 67 
" 384(1+ ey») 80,pp 5 P80.rp( oe pPp A Bb = (37) 


Dissipation of energy due to the collisions Yo, can be described by the expression from Lun 
et al. (1984): 
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32 
= pp oa 262 (38) 


The energy exchange between the solid and the fluid phases due to the kinetic energy of the 
random movement of the particles ¢,, is given by Gidaspow et al. (1992): 


Pap = SK ay, (39) 


To solve the equation of granular temperature conservation using the software Fluent®, 

three methods are possible, besides the addition of a user function (UDF): 

e Algebraic: obtained by leaving out the convection and diffusion terms of Eq. 36; 

e §=Solution of the partial differential equation: obtained by solving Eq. 36 with all terms, 
and 

e Constant granular temperature: useful in dense phase situations in which the particle 
fluctuation is small. 


2.2.3 Boundary conditions 
For the granular phase p, it is possible to define the shearing stress on the wall as follows: 


a a a, a 
T= 6 Pro ep (40) 


where: U sw» 7 Velocity of the particle moving parallel to the wall; ¢ - specularity coefficient. 


For the granular temperature, the general contour condition is given by (johnson & 


Jackson, 1987): 


ie 


WT a ist WT 3 
s = 5 ¥3¢—*— p80 OU, 2 73 (1-€2,),80072 (41) 


p,max Qy max 


With the model developed here, it is possible to simulate the fluid dynamic behavior of several 
gas-solid flow systems, especially dense phase systems, for which the Eulerian approach is 
most used. The next section presents some of the most relevant current work in literature on 
the application of CFD to multiphase flow problems with the Eulerian approach. 


3. Numerical simulation of the semi-cylindrical spouted bed 


It is impossible to observe the spout channel in a cylindrical bed as the channel is 
surrounded by the (particle dense) annular zone. Consequently, the semi-cylindrical 
spouted bed arose as an alternative for obtaining experimental measurements for cylindrical 
spouted beds. This old technique was first used in a study by Mathur & Gishler (1955). This 
bed should not be classified as unconventional equipment as its purpose is to obtain 
experimental data relating to a full bed with similar geometric characteristics. 

As shown in the diagram in Fig. 1, it is possible to obtain a semi-cylindrical bed by placing a 
transparent wall in a full column bed. The great advantage of constructing a semi- 
cylindrical spouted bed is that it makes it possible to view the internal behavior of the 
particles in the vessel as the spouted channel is in direct contact with the flat wall. From the 


Use of Fluid Dynamic Simulation to Improve the Design of Spouted Beds 331 


supposition that the hydrodynamic behavior of the semi-cylindrical bed is similar to that of 
a cylindrical bed (for systems with similar geometric characteristics), one can infer 
experimental data for cylindrical beds from the data obtained for the half column (velocity 
of solids from image analysis, radius of the spout channel, fountain shape). After its first 
use, even with the caution recommended by its creators, some later studies, notably by 
Lefroy & Davidson (1969), suggested that the semi-cylinder did not show significant 
differences for the most general designs to which it should be applied. 


Flat wall 


De - column diameter 

Di - inlet orifice diameter 

Heyl - cylindrical section height 
Hcon - conical section height 


Cylindrical Semi-cylindrical 


Fig. 1. Diagram of a semi-cylindrical (half-column) spouted bed 


It is acknowledged that the insertion of a flat wall into a spouted bed causes significant 
modifications to the geometry of the equipment. He et al. (1994a) experimentally evaluated 
the hydrodynamic behavior of cylindrical and semi-cylindrical spouted beds with similar 
geometry. They observed that inserting the flat wall into the bed changed the velocity 
profile of the particles due to the additional system friction caused by the wall. In addition 
to the above study, He et al. (1994b) studied the behavior of the spouted bed porosity 
profile, comparing the results obtained for cylindrical and semi-cylindrical beds. It was 
verified that inserting the flat wall did not significantly change the porosity behavior of the 
bed in comparison with the change caused by the wall on the velocity profile of the solid. 
These results, along with others in the literature, raise a question about the semi-cylindrical 
spouted bed: are the measurements obtained using the half-bed technique truly 
representative for inferring the hydrodynamic data for cylindrical beds and, if so, for which 
variables? The studies by He et al. (1994a, 1994b) are conclusive regarding the velocity of the 
solid phase and the porosity of the bed, indicating that special care is necessary when 
applying this technique. Despite the need for special care, visual information related to the 
hydrodynamic behavior of the cylindrical bed can only be obtained using the half-column 
technique. To analyze these effects, some numerical studies were carried out and the results 
are discussed in the following chapters. 


3.1 Numerical evaluation of the specularity coefficient 
Various authors have described the importance of friction between the particulate phase and 
the flat wall present in the half-column spouted bed. In view of this effect and the possibility 
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of evaluating it numerically using CFD numerical simulation, this chapter presents the 
results of a numerical study involving the specularity coefficient (a parameter added to the 
Eulerian model of the particulate phase to represent the friction between this phase and the 
glass wall in the spouted bed). Experimental results were used to verify the simulation 
results in one of the cases. In addition to the results, the characteristics of the computational 
mesh adopted are presented together with the most relevant aspects of the numerical 
solution procedure. 


3.1.1 Experimental data 
The experimental data presented in this study were obtained for a spouted bed operating 
with air spheres at a controlled temperature. Table 1 presents the geometric and operational 
parameters for the spouted beds, together with the physical characteristics of the phases 
present in the equipment. 


Semi-cylindrical Conical Spouted Bed 


Inlet orifice diameter 
Conical section height 
Cylindrical section height 
Static bed height 


0.23 


Conical section angle 60.0 

Particle diameter 2.18 

Velocity inlet 18.0 

Tair CC) Air temperature 50.0 
Pp (kg/m3) Solid density Zok2 


Table 1. Parameters and geometric characteristics of the equipment used in this study 


The experimental evaluation of the hydrodynamics of the spouted beds involved 
determining experimental data for a semi-cylindrical spouted bed operating under the 
conditions described in Table 1. The velocity of the particles in the annular, spout and 
fountain zones were obtained from videos filmed through the glass wall at different axial 
and radial positions of the half-column conical spouted bed. To be able to make 
measurements using the image analysis software, the software was first calibrated using 
standard scales. After being calibrated, the local velocity of the solid was calculated by 
analysis of the distance covered by the particle and the time taken to cover the distance. 

A static pressure probe was fixed to the upper part of the bed with its point inside. By 
varying the position of the probe, the inner pressure of the bed was mapped. Note that the 
radial pressure data was obtained in the direction perpendicular to the glass wall in the 
semi-cylindrical spouted bed. 

The height of the fountain was obtained from the images of the half-column conical 
spouted bed. These images were produced using a digital stills camera. Image software 
was also used to process the images and obtain the shape of the spout channel and the 
height of the fountain. 
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3.2 Computational mesh and numerical procedure 

3.2.1 Computational mesh 

The simulations were conducted using a three-dimensional mesh containing a symmetry 
plane to divide the domain. GAMBIT 2.13 software was used to generate the mesh. The 
spacing between nodes adopted was 5.0 mm, increasing gradually towards the outlet zone, 
where a spacing of 1.0 cm was adopted. The mesh used tetrahedral cells, reaching a mesh 
with 128,830 cells. Fig. 2 is a diagram of the mesh used in this part of the study. 
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Fig. 2. Computational mesh 


Table 2 gives the general characteristics adopted for the construction of the computational 
mesh illustrated in Figure 2. Further information on cell geometry and meshing schemes can 
be found in Fluent (2006). 


Computational mesh caracteristics 


Minimum cell volume 3.67x10-9 m3 

Maximum cell volume 1.04x10-6 m3 
Total number of cells 128,830 
Number of nodes: 25,596 


Inlet tube faces: TRI- PAVE! 
Face meeting scheme Cone faces: TRI- PAVE 
Cylinder faces: TRI- PAVE 
Intersection faces: TRI- PAVE 
Tube: TET/HYBRID- TGRID2 
Volume meshing scheme: Cone: TET/HYBRID- TGRID 
Cylinder: TET/ HYBRID- TGRID 


Cells with high asymmetry (>0.97) 0 


Table 2. Characteristics of the computational mesh 


1 TRI-PAVE: triangular elements / PAVE meshing scheme. 
2 TET/HYBRID-TGRID: mainly tetrahedral elements; however, elements of other geometries may be 
used if required / TGRID meshing scheme. 
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3.2.2 Boundary conditions 

The following boundary conditions were applied in this study: 

e Fluid is injected at the system inlet in the axial direction at constant velocity. The 
condition of the inlet turbulence was obtained by the intensity and length scale 
method, using equations from the literature to calculate these parameters (1=4.36%; 
L=0.0022 m); 

e The outlet pressure is defined as being atmospheric pressure. For the outlet turbulence 
conditions, the turbulence intensity and length scale method was again employed, 
using equations in the literature to calculate these parameters ([=5.4%; L=0.012 m); 

e The yz plane was defined as the symmetry plane for both of the simulated systems. 

e Inthe xz plane (flat wall), the non-slip condition was used for the fluid mechanics of the 
fluid phase of the system (air). For the particulate phase, the specularity coefficient was 
defined (the effect of this parameter on the hydrodynamics of the system is tested in 
this part of the study); 

e = At the bed walls, the non-slip condition was adopted for the fluid phase and the partial- 
slip condition for the solid phase (by means of the specularity coefficient). 

Phase parameters used in the simulations are given in Table 3: 


Parameter Description 


Porosity of the static bed 
Restitution coefficient 
Density of the solid 


p: (kg/ m3) Density of the fluid (air) 1.0 
ui (Pa.s) Air viscosity 2.09x10° 
d, (m) Diameter of the solid 2.18x103 


e Sphericity 


Table 3. Parameters applied to the simulation 


3.2.3 Numerical solution 

The numerical solution was obtained using the Fluent® 6.3.26 software. The SIMPLE 
algorithm for the coupled phase was applied to solve the equations of the discretized model. 
The second-order upwind discretization scheme was applied for the momentum conservation 
equations. Relaxation factors were selected with values between 0 and 0.4. As a transient 
regime simulation was used, the system was considered permanent after 8 s of simulated 
time, using the integration steps between 1.0x10+ and 5.0x10+ s. 


3.3 Evaluation of the specularity coefficient 

The effect of the specularity coefficient on the simulation results of the hydrodynamics of 
the semi-cylindrical spouted bed was analyzed with four different coefficient values. 
Specularity value was changed for wall positions between 0.0, 0.05, 0.1 and 0.2; the 
simulated results in response to these changes were analyzed. Simulated results for static 
pressure were then compared with experimental data. In addition to the static pressure 
results, the solid volume fractions and the solid and fluid velocity profiles were also 
evaluated numerically and discussed in the context of the numerical simulation. 
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3.3.1 Static pressure 

In Fig. 3 are presented the simulated static pressure results for the different axial positions 
along the semi-cylindrical spouted bed. These results are compared with the experimental 
data obtained in the laboratory. One can see that the simulated static pressure curves in 
the radial direction for each of the different axial positions highlighted, Fig. 3, are not 
significantly influenced by changes in the value of the specularity coefficient. It shows 
that the simulated and experimental pressure results present qualitatively similar 
behavior for each of the axial positions. In the results for z=0.115m, the largest pressure 
values occurred in the curve for the value of p=0.00, while with z=0.165m, @=0.05 was 
responsible for the largest values. Hence, stressing the previous observation, the most 
pronounced deviations in these pressure results can be attributed to the numerical 
approximation. 
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Fig. 3. Dimensionless static pressure for different specularity conditions: (a) radial profile; 
(b) axial profile with r=0.0m 


Results presented in Fig. 3a indicate that the change in the specularity coefficient, and as a 
consequence the change in friction between the particulate phase and the flat wall, did not 
lead to significant changes in the static pressure in the radial direction. The experimental 
axial profile for the static pressure at the center of the spout channel is given in Fig. 3b, 
together with the simulated curves for the different specularity coefficients tested. Results in 
Fig. 3b reaffirm the qualitatively similar behavior of the static pressure in comparison with 
the experimental results. In this case as well, small deviations between the simulated 
responses are observed, demonstrating the small influence of specularity on the pressure 
behavior, as discussed above for the radial pressure curves given in Fig. 3a. 

Due to the absence of significant changes in the static pressure results for the different 
specularity coefficients evaluated, it is possible to state that this coefficient did not have a 
significant effect on the behavior of this variable. Hence, it can be concluded from the 
simulated results that the magnitude of friction between the particulate phase and the flat 
wall did not significantly affect the behavior of static pressure in the semi-cylindrical 
spouted bed. 
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3.3.2 Solid volume fraction 

Figure 4 shows the simulated contours of the solid volume fraction, for the different 
specularity coefficients evaluated, in the planes representing the glass wall and the 
symmetry plane of the bed. 
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Fig. 4. Simulated contours for the solid volume fraction: (a) glass wall, (b) symmetry plane 


It is possible to verify from these results that modifications to the specularity coefficient 
have a qualitative effect on the behavior of the solid fraction in the system. However, the 
large differences in behavior occur in the fountain zone of the system, while qualitatively 
similar behavior in the spouted channel zone was verified for all of the simulated cases. 

The specific fountain shapes for the different conditions are directly related to the increase 
or reduction in friction between the wall and the particulate solid due to changes in the 
specularity coefficient. Changing the effectiveness of solid-wall friction changes the 
particulate solid velocity profile, thus modifying the maximum velocity reached by the solid 
in the spout channel, as well as the height that it reaches after its vertical launch at the 
channel outlet. 

On the basis of the numerical results presented, it is possible to conclude that the solid 
fraction in the spouted bed is affected by the specularity coefficient, particularly in the 
fountain zone. In a real situation, it is expected from the physics perspective that an increase 
in the friction between the flat wall and the solid will cause the height of the fountain to 
decrease. Hence, in addition to showing the importance of this parameter for an accurate 
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representation of the behavior of the solid fraction in the bed, the results presented here 
prove, qualitatively, the effectiveness of including the specularity coefficient in the 
mathematical model for the hydrodynamics of the spouted bed. 


3.3.3 Velocity of the solid phase and fluid phase 

Figure 5 shows the simulated velocity results for the particulate phase at the center of the 
spout channel along the axial direction. The qualitative similarity between the curves is 
verified by this figure, despite their quantitatively different behavior. 
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Fig. 5. Dimensionless velocity at the center of the spout channel in the axial direction: (a) 
particulate phase, (b) fluid phase. 


Analysis of the shape of the curves given in Figure 5 shows that the maximum velocity 
achieved by the solid was inversely proportional to the increase in the value of the 
specularity coefficient. As previously discussed, the increase in the specularity coefficient 
reflects an increase in the effectiveness of the friction between the particulate phase and the 
flat wall, which in turn tends to reduce the velocity of the contacting solid. Comparing the 
curve for g=0.00 with the other curves, it is possible to see that it has a region of practically 
constant velocity for intermediate spout channel positions. When the specularity coefficient 
was included, even at its smallest value, this tendency was not observed. It should be noted 
that this region of velocity with a flat profile is not found in experimental results present in 
the literature, which is a good indication of the need to include the specularity coefficient in 
the system model. 

Figure 5b shows the simulated results for the velocity of the fluid phase at the center of the 
spout channel along the axial direction for different specularity coefficients. These results 
show that the specularity coefficient does not exert a significant influence on the behavior of 
the velocity of the fluid phase. Figure 5b also shows that the velocity of the fluid phase was 
not directly affected by the change in friction between the particulate phase and the flat 
wall. Hence, lower velocities in the particulate phase in the wall zone do not cause 
significant changes in the behavior of the velocity of the fluid phase. In the fountain zone, 
greater differences were seen between the curves for each of the situations evaluated. These 
differences must be due to the specific shape of the fountain that was investigated for each 
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condition as it interfered with the distribution of air in this zone and caused the largest 
deviations found. 

From the numerical study presented it is possible to observe the importance of the effect of 
friction between the flat wall and the particulate phase. Here, this effect was incorpored by 
the inclusion of the specularity coefficient in the hydrodynamic model for the spouted bed. 
As the specularity coefficient is one way to represent this effect, its careful evaluation and 
determination is fundamental to obtain quantitatively representative results. 


4. Advances in CFD applied to spouted beds 


A large number of studies about the movement of gases and solids in spouted bed can be 
found in the literature. However, it is still a difficult task to obtain precise information about 
the behavior of flow, temperature, mass transfer and particle distribution in fluidized and 
spouted systems using the classic models. The complexity of these systems and the 
interactions between particles and gas are important issues in designing spouted beds. The 
commonly used models are limited in their scope as they do not allow more in-depth 
analysis of the behavior. 

Computational Fluid Dynamics (CFD) is one of the most productive numerical methods at 
present and has been widely applied to solving multiphase flow problems. In the case of the 
spouted bed, the use of this tool is still in its initial stage, but some studies can already be 
found in the literature. 

Seeking to numerically evaluate the semi-cylindrical spouted bed, Béttega et al. (2010) 
present a study comparing the hydrodynamic results obtained experimentally and 
numerically for cylindrical and semi-cylindrical spouted beds. Fig. 6 shows the results for 
static pressure in the radial direction of the bed for different axial positions in the two 
systems evaluated. It is possible to observe the representative qualitative behavior between 
the experimental and numerical results in both of the systems covered by the authors, as 
shown by the results for the central position of the spout channel. 

From Fig. 6a it can be seen that the experimental and simulated behavior of pressure in the 
radial direction was qualitatively similar. However, it also shows a greater divergence 
between the results in the region of particle acceleration. Moving in the radial direction in all 
of the curves in Fig. 6a, in the annular zone of the bed (approximately from r=0.03 m), the 
quantitative behavior is representative for all of the axial positions evaluated, except at 
z=0.065m, whose results diverge the most. The authors attribute errors in the experimental 
measurement at this position to the high circulation of particles and the resulting medium 
disturbances. The authors also stress that at z=0.065m, experimental measurement is even 
more difficult when compared to the other axial positions due to the effective presence of 
solids circulating at high velocity both in the annular zone and the spout channel. 

The characteristics of the results found for the cylindrical bed are also observed for the semi- 
cylindrical bed, as can be seen in Fig. 6b. The differences between the numerical and 
experimental results seen at the center of the spout channel, apart from the greater 
divergence between the results at z=0.065m, are also more evident in these results. These 
occur because of the same problems highlighted for the cylindrical bed. The similar behavior 
of the numerical and experimental response for both beds is another indication that the 
numerical and experimental procedure adopted is representative. 

Figure 7 shows the simulated results obtained for the velocity of the particulate phase in the 
radial direction for the cylindrical and semi-cylindrical spouted beds as obtained by Béttega 
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et al (2010). Clear differences can be seen in the behavior of this variable for the two systems 
in this figure. 
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Fig. 6. Static pressure in the radial direction: (a) cylindrical bed, (b) semi-cylindrical bed 


Quantitative and qualitative differences between the simulation results of both systems are 
evident in Fig. 7, especially in the spout channel, whose velocity of the solid is greater. These 
results indicate that the flat wall placed into the conventional spouted bed to produce the 
semi-cylindrical configuration changes the behavior of the particulate phase close to the flat 
wall significantly. From these results, using the simulated data, it is possible to reaffirm the 
observation of He et al. (1994a). The authors observed experimentally that the flat wall 
placed in the spouted bed caused additional friction to the system, provoking changes in the 
behavior of the solid phase velocity. The qualitative comparison of the results for the 
velocity of the solid obtained by He et al. (1994a) in conical-cylindrical spouted beds with 
the numerical results obtained in this study indicates qualitatively similar responses and 
that the simulation is representative. 
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Fig. 7. Velocity of the simulated particulate phase along the radial direction 
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In Fig. 8 the simulated results for the volume fraction of solids achieved by Béttega et al. 
(2010) are compared with the image of the flat wall for the semi-cylindrical bed, making it 
possible to qualitatively evaluate parameters such as the spout channel shape and annular 
zone shape, both obtained numerically. From Fig. 8 it is possible to verify that the general 
behavior of the bed was correctly simulated, which can be demonstrated by comparing the 
value of the height of the fountain obtained numerically with its value obtained in the image 
and measured experimentally. 


(a) (b) 


Fig. 8. Semi-cylindrical spouted bed in permanent regime: (a) photograph of the equipment; 
(b) simulated contours of the solid volume fraction 


According to the authors, the numerical results obtained using the Eulerian model, as well 
as the numerical procedure adopted in this study, are adequate for three-dimensional 
numerical simulation of semi-cylindrical and cylindrical spouted beds. Comparing the 
numerical results with the experimental data shows that the divergences between them are 
small, indicating that the model represents the system well. 

In addition to the studies presented in detail above, other important recent advances on the 
subject are presented in the next paragraphs. 

Szafran & Kmiec (2004) - the authors present a study on the application of computational 
fluid dynamics to the simulation of hydrodynamics and heat and mass transfer in a spouted 
bed grain dryer with a draft tube. The authors used the Fluent® software for resolving the 
hydrodynamics of the system. From the comparison of the results simulated using CFD and 
the results of correlations in the literature, the authors confirm that the simulated results 
predict the behavior of systems very well for mass transfer. However, the results show a 
significant divergence when heat transfer is evaluated. 

Du et al. (2006a, 2006b) - they present a study that evaluates the use of different models for 
how the drag force influences the fluid dynamic behavior of a spouted bed. Using software 
Fluent®, the authors observed the capacity of some of the tested models to qualitatively 
represent the fluid dynamic behavior of a spouted bed. The Gidaspow model afforded the 


Use of Fluid Dynamic Simulation to Improve the Design of Spouted Beds 341 


best results in relation to the experimental data. Continuing this work, the authors presented 
a new study evaluating the effect of drag, maximum packing, and restitution coefficient on 
the fluid dynamics of the spouted bed of Du et al. (2006b). These studies allowed proposing 
a new initial estimate of these important parameters to simulate a spouted bed, as well as 
knowing their qualitative effects on numerical simulation. 

Zhonghua & Mujumdar (2008) - using the Fluent® 6.2 commercial package, the authors 
applied CFD to the numerical simulation of the behavior of spouted beds in two and three 
dimensions based on experimental systems in the literature. To verify the results in two 
dimensions, experimental data for particulate velocity presented in He et al. (1994a), 
obtained in a conical-cylindrical bed with optical fiber sensors, were used. For the three- 
dimensional bed, the parameters and experimental data presented by Link et al. (2005) were 
used. These authors used image analysis to obtain velocity and porosity data for a 
rectangular spouted bed. The behavior of the numerical results for both of the systems 
satisfactorily described the behavior of the two cases evaluated. In the three-dimensional 
case, the simulator was capable of capturing hydrodynamic perturbations in the equipment 
that appeared as instabilities in the bed. Simulated pressure curves were also presented in 
the study for the three-dimensional case analyzed. The authors verified that the pressure 
behavior was affected by the instabilities present in the equipment. 

Duarte et al. (2009) - this work presented CFD simulations of conical and conical-cylindrical 
spouted beds using experimental data, from the literature and their own experimentation, to 
verify the numerical results. This study presented numerical results for the characteristic 
curve of the spouted bed and compared it directly to experimental results, thus confirming 
their agreement. The minimal spouted flow for the conical cylindrical bed was also 
numerically evaluated and compared with correlations from the literature, indicating the 
capacity of the numerical tool to obtain a good approximation for this variable. The authors 
also illustrated, with the contours of volumetric fraction of the solids, the evolution of the 
spouted bed from static bed to spouted condition in both evaluated cases. 

Béttega et al. (2009a) - they evaluated the problem of increase in scale of spouted beds using 
numerical simulation. The software Fluent® was used to simulate the spouted beds in 
different scales, respecting the non-dimensional parameters obtained from the work of He et 
al. (1994a, 1994b) to ensure the conditions of geometric and dynamic similarity. They used 
simulation to verify the capacity of the numerical tool to reproduce the increase in the scale 
when the non-dimensional parameters are maintained. They numerically confirmed the 
experimental observation that when these parameters are satisfied, a similar fluid dynamic 
behavior of beds with different scales is ensured. They also evaluated the response of the 
spouted bed to the increase in scale for the usual grain drying conditions, in which the 
values of parameters such as density and viscosity of the fluid remained unchanged to 
satisfy the scale relationships. In some of the analyzed cases, the numerical response 
indicated the presence of instabilities for small scale alterations, as it is well known to occur 
in spouted beds - a great difficulty in increasing scale. 

Béttega et al. (2009b) - this work presented a three-dimensional simulation of a half-column 
conical spouted bed. The authors compared the simulation results for parameters such as 
the spouted channel format, fountain format and height, as well the surface of the annulus, 
with information generated from images based on an experiment carried out under the 
same conditions as those of simulation. The simulated particle velocity profiles were also 
evaluated from the experimental measures performed using a high speed camera, revealing 
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a great coherence between both the numerical and experimental results. For the simulation, 
the authors neglected the friction between the wall and the particulate solid phase. The 
characteristic curve experimentally obtained is also presented. The numerical pressure was 
compared to the experimental value under the same conditions. 

Rosa and Freire (2009) - in this work the fluid dynamic behavior of a spouted bed with a 
draft tube inside and continuously feeded with particle from the bottom was studied 
through experimental data of static pressure, fountain height, and fluid mass flow in the 
annulus, as well as using the computational fluid dynamics. The authors observed that the 
two-dimensional CFD model based on the Euler-Euler approach was successfully applied to 
describe the fluid dynamic behavior of this system. By comparing experimental and 
numerical data, the authors highlight the possibility of identifying the different regions of 
the equipment based on the fluid dynamic data. 


5. Conclusions 


From the numerical study presented in this chapter it was possible to identify and evaluate, 
in a qualitative way, the importance of the effect of friction between the flat wall and the 
particulate phase, represented by the inclusion of the specularity coefficient in the 
hydrodynamic model for the spouted bed. It was verified by these simulated results that 
this coefficient shows a strong influence on the behavior of the particulate phase in the semi- 
cylindrical spouted bed. However, its effect on the static pressure, the velocity of the fluid 
phase in the bed and on the solid fraction behavior in the spout channel is not very 
pronounced. 

Hence, it is possible to conclude that correctly determining the friction between the flat wall 
and the particulate phase is extremely important for an effective simulation of the 
hydrodynamics of the semi-cylindrical spouted bed. As the specularity coefficient is one 
way to represent this effect, its careful evaluation and determination is fundamental to 
obtain quantitatively representative results. 
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